Massachusetts - Public Safety - Radios Tests 


3 Nov 2007 - I have combined all of the sme2 info with the scancapecod.us info. 

The wiki at www.scancapecod.us has a good list of daily and weekly radio tests. 
< http ://www,scancapecod.us/wiki/index,php/Radio Tests > - (2015 - see Scan New 
England) - [ 11/12/2018 - see Scan New England at - tests ] 

All tests are daily unless otherwise noted. 

"Rollcall" means that all mobiles and all portables are tested, unless 
otherwise noted 

11 Oct 2007 - anything with a question mark (?) next to it is questionable 
Please see the sme2 group at YahooGroups (and at Google Groups) for more info 


Agency - date - time - type of test - frequency - date monitored or reported 
(approximate) 

Abington FD - ? 

Acton FD - 453.175R - daily rollcall - 8AM - Oct 2007 + Sept 25 2012 

Acton FD - 453.175R - weekly box tone test - Sunday - 6PM - Jan 2009 

Acton FD - 46.50 - weekly mobile radio test - heard Tuesday 8AM 10 Feb 2009 & 
Tuesday 8 AM 21 June 2011 & Tuesday 8 AM Aug 13 2013 

Acushnet - 6 PM tone test - heard via Internet scanner feed / live scanner 
audio - March 6, 2012 & 12/6/2013 & 1/9/2015 - (8/3/2015 - 2 tone sets - Fire & 
EMS test - FCC ID also given) 

Agawam FD - 1800 weekdays - [10 Nov 2007 - 9AM Saturday - rollcall - heard via 
Internet feed] 


Amesbury FD - 7 PM tone test - June 3 2015 

Amherst FD - 7 AM evac tone - 1820 pagers - [6 AM - tone test for AmherstOnDuty 
per eDispatches Monday 5 Feb 2018] 


Andover FD - 830 AM rollcall 


Andover PD - 5 AM rollcall - 482.6125 R - May 3, 2015 


Arlington FD - 460.60R - 8AM daily rollcall - 6PM daily station ID - 630AM 
daily 1 beep - [12 noon daily 1 beep (with Center Station horn) ceased approx 
2013] 


Arlington PD - 5 AM - ?daily - rollcall of patrol cars - 471.1625R - 12 Oct 
2007 - ( 16 August 2011 - Tuesday - 837 AM rollcall ) - [5 Feb 2012 - I think 
they test at every shift change now] - (May 5 2015 - Tuesday - 205 AM - 





rollcall) 


Ashburnham FD - Aug 3 2015 605PM - "daily test of home receivers" - one tone 
set and whooper - 470.45 

Ashby FD + EMS - 6 PM nightly - 155.715 - pager test and duty EMT portables - 
(Jan 2009 - 453.475 also) - (1/12/2014 & 6/1/2015 - 453.475 - 1805 test heard 
via Rangecast - FD & EMS - EMS portables - also heard Sunday Jan 14 2018) 

Ashland FD - 8 AM - 484.3875 - [10 Feb 2010 - Wednesday - 8 AM - pager tests & 
portable tests - heard via Internet scanner feed] - [24 June 2011 - Friday - 8 
AM - alert tests & onduty portable test - heard via Net feed] - (8AM Sunday Aug 
2 2015 heard via Rangecast - Station ID & freq - plus radios and tones) 

Atkinson NH - 155.3175 - 615 PM - Weds July 29 2015 - maybe Plaistow NH FD 
actually - maybe both 

Attleboro FD - (154.385R - heard via scanner feed) - rollcall - 8AM Sunday - 
2007 & 3 Feb 2008 - 8AM Tuesday 5 Feb 2008 - (Oct 19 2014 - heard via scanner 
feed - 471.60 R - 8 AM - Sunday) 

Auburn NH - 154.13 - weekly tone test by Derry - 6 PM Sunday - 04 Nov 2007 & 

Jan 2009 

Avon - ? - (? not daily - 5/26/2015 ?) - (apparently no test from 5 PM to 7 PM 
Weds May 27 2015 - listening via Rangecast) 

Ayer FD - 470.425 - noon & 630 PM tones - (8 AM pager test - Sunday Oct 19 2014 

& Sat May 9 2015) - (630 PM test - Monday - June 8 2015 & Sat Jan 2 2016) - 

[Sept 21, 2015 - Monday - noon test - 470.425 - 2 tone sets - Group 1 & all 
call] 

BAMA - Boston Ambulance Mutual Aid - 453.10 - daily - 840 AM - March 15 2015 

BAPERN (South) - 470.7875 R "Areawide 3 " - rollcall by Norwood of area PDs - 
Monday 3 PM Dec 14 2015 

BAPERN South - 470.9125 R - Friday 10PM - rollcall - May 1 2007 
BAPERN - 470.7875 R - Monday mornings 930AM - summer of 2007 

BAPERN - 470.7875 R - Central Area / Boston area - 17 Dec 2007 Monday - 1030 AM 

- 3rd Monday of the month 

BAPERN - 470.7875 R - Monday 19 Sept 2011 - 1210 PM - rollcall of Essex County 
police agencys 

BAPERN 2 North - 470.4875 R - (24 March 2007 - Saturday - check notebook for 
time) - (20 Jan 2008 - per scancapecod, this test is run randomly by Hamilton 
PD) - (5 May 2011 - Thursday - 1PM - monthly North Tac radio test by Hamilton 
Control) 

BAPERN 2 Northwest (the channel formerly formaly known as NEMLEC 2) - 482.6875 
R - 9 AM Wednesday - Oct 9 2013 - (2nd Weds of month) - [26 Aug 2015 - Weds - 



650 PM] 


BAPERN Central Tac - random monthly test by Arlington PD - 470.9875R - 1110PM 
Tuesday 9 Dec 2008 

BAPERN SE - 470.7875 R - Oct 20 2013 - Monday - 1030 AM - May 19 2014 - Monday 

- 1030 AM - Nov 12 2018 Monday - 1030 AM 

Barnstable FD - 6 PM tone test by KCB781 - Weds May 27 2015 & Sat April 14 2018 
Barnstable County FDs - TRS & 33.70 - 915AM 

Barnstable County PDs - 10 AM daily rollcall - (per internet March 2019) 

Bedford - 715 AM - radio check by Squad 1 and Ladder 1 - Thursday Jan 18 2018 

Bedford - Ch 3 radio test - 0838 AM - 453.80 R - DPL 503 - 300 - 100 - LI00 - A1 - Amb 200/A2 - 
F100 - mayday tone - hi low hi - lo hi lo - zero second unkey time by dispatcher - Saturday July 31 2010 

Bedford VA Hospital - maybe - (168.525 - "test of emergency paging system" - 

944 AM - Feb 9, 2009) 

Belknap County NH - Police Net - nights - on the hour - rollcall of all patrol 
units - 154.83 - Oct 2007 - they do a Station ID on the half hour also possibly 

Bellingham - July 5 2014 - 8 AM Saturday - multi radios tested - [ 19 Oct 2014 

- Sunday - 815 AM (possibly delayed) - multi radios tested ] - [810AM Sat Jan 

10 2015 multi radios tested] 

Belmont FD - Monday 6PM tone test weekly per scannew 4/09 - heard 9/8/2009 - 
not heard March 16 & 23 2015 - [May 6 2015 - Weds - 10 AM - high low tone - 
"test of fireground emergency message tone" 

Berkshire County Fire - 154.31 - 6PM - Sat noon siren tests 

Berkshire County - Fire & EMS - (tone tests for P & R & S agencies - Thursday - 
607 PM - Oct 23 2013) - (Monday night for ABC agencies - Oct 28 2013) - (Weds 
night 6 PM for L & M & N agencies - 5/7/2014 & 3/4/2015) - (Friday July 11 2014 

- Tolland Fire pagers and (West) Stockbridge Fire pagers tested at 1812 hours) 

Berlin FD - 483.0625 R - daily radio test - 6 PM - 10 second tone - testing all 
pagers - Sat Dec 12 2015 

Berwick ME FD - 6 Nov 2007 Tuesday 1809 pager test on 153.98 - maybe actually 
6PM (with S Berwick FD test) 

Beverly EMA - 10 Nov 2007 - station ID 755 AM Saturday - Ch 1 153.98 & Ch 2 
153.875 - [ 1 August 2011 - first Monday of the month - 530 PM - 154.785 - DPL 
445 - test with MEMA Control - outputed on 153.965 R etc ] 

Beverly FD - 482.4375R - 7 AM station ID - daily mobile rollcall at 9AM - 
Saturdays includes portables - Oct 2007 - 530 PM daily station ID and lineup - 
Oct 2007 - (Station ID 7 AM - Vocal alarm test 730 AM ? - March 2015) - (March 
22, 2015 - vocal alarm test at 530 PM also maybe) - (6/6/2015 - Saturday - 730 



AM - vocalarm test - OIC announced also) 


Billerica FD - (Rescue 1 test - 810 AM - March 14, 2015) 

Bolton FD - 6 PM pager test - 453.60R - 25 July 2007 - "home receiver test" - 2 
Nov 2007 - [also heard June 22 2015 Monday] - [6 PM tone test by Nashoba Valley 
Dispatch Jan 14 2018 - heard via Rangecast.com] - [long tone + two tone - 6 PM 
by "Fire Alarm - Nov 12 2018 Monday - heard via Wicked Local live audio scanner 
feed] 

Boston Ambulance Mutual Aid - 453.10 - see BAMA 

Boston FD - 9 AM & 7 PM - time and weather announcement - 483.1625R - tone on 
the hour (maybe) 

Boston FD - Sunday mornings - various units test from various MBTA stations - 
approx 10 AM usually - (4 March 2012 - someone tested at 1240 PM) 

Boston Hospitals - 155.28 - rollcall - possibly daily - 20 Oct 2007 Sat 851AM - 
15 Dec 2007 - Sat 0825AM - 20 Dec 2007 Thursday - 1527PM - 21 Jan 2008 Monday - 
811 AM & 725 PM - 22 Jan 2008 Tuesday - 930AM - 10 Feb 2012 Friday 915 AM 

Boston MedFlight - 9 AM - rollcall - 460.80R - Sunday - Feb 11 2007 - 715 AM 
roll call Friday 12 Oct 2007 - (per radio ref Oct 2010 - 7 AM test on Bedford 
repeater - at 9 AM test on Plymouth repeater - at 11 AM test fixed wing and 
ground units) - (July 6 2014 - 460.80R - 7 AM - some radios tested - probably 
Bedford units - too soft to hear with older Bearcat scanner) 

Boston MedFlight - 7 AM and 7 PM radio checks on Hanscom repeater - June 7 2015 
- heard via Billerica scanner feed 

Boston - downtown highrises (?) - 464.35 R - PL 192.8 - radio checks heard - 6 
July 2011 Weds at 1137 AM - 28 June 2011 Tuesday at 151 PM - 28 State St & 100 
High St 

Bourne FD - 33.64 - pager test - ? 6 PM - ?July 2007 - 6 PM heard via scanner 
feed - 21 Nov 2007 - ( 545 PM 4/22/09 ) - (June 8 2015 - Monday - 6 PM - 
evening tone test by Barnstable Fire Alarm) - [545 PM evening tone test - 
Sunday Feb 4 2018 - heard via eDispatches] - [Nov 12 2018 Monday 820 am 3 
engines tested plus their knox boxes] 

Boxboro FD - 46.50 - daily - 830AM - tone and 1 mobile - Jan 2009 - [6 PM pager 

test Friday July 11, 2014 & Sat Jan 10 2015 & Sunday 6/7/2015 & Sunday Feb 4 

2018] - (Aug 15, 2015 - Saturday - tone - freq and callsign voiced by 
dispatcher - 46.50 - heard via Rangecast - also Eng 64 called by dispatcher but 
not heard via the feed) - [24 Jan 2018 - heard via RR feed - 835 am tone test 
and Eng 61 tested "471.60"] - [Feb 5 2018 Monday - 830 AM test with Al] 

Boxford FD - 8AM pager test - 7PM also - 2007 - noon 2 pager tone sets, 

153.845, possibly for the 2 station sirens - 11 Oct 2007) - [noon 2 tone test - 
UHF - 7482.50] - (8 AM 482.50 station ID + ?tones - Tuesday - 5/26/2015) - (Aug 
9, 2015 - Sunday - 7 PM - 153.845 - ?pager test - 1 tone set - ID and freqs 

given) - (Aug 2015 - noon - 2 pager sets on 153.845 - no voice - maybe for 

station sirens or horns) 



(12 Aug 2015 - 


Boylston FD - (1820 hour - ? tone test - Jan 2 2015 Friday) - 

Weds - 620 PM - "testing home receivers" - 33.06) 

Braintree EMA - Mondays - 830 PM - 482.45 R - PL 71.9 - per sne 4/3/2012 

Braintree FD - 483.5125R - 830AM daily rollcall of all radios - 12 Oct 2007 & 

19 May 2011 

Brewster FD - 6PM pager test heard via scanner feed 21 Nov 2007 - 8 Dec 2008 

Monday - 9 Dec 2008 Tuesday 6PM evening tone test - 11 Dec 2008 Thursday 6PM 

evening tone test 

Bridgewater - apparently no test from 430 PM to 715 PM - Weds May 27 2015 - 
listening via Rangecast - (no noon test either apparently - June 11 2015 Thurs) 

- [27 Jan 2016 - Weds - 1826 - Group 3 receivers test, and all home receiver 
test] 

Brimfield FD - 615 PM tones 

Bristol County CMED - 462.9875 - PL 127.3 - tested with "Rhode Island Hospital" 

- Aug 13 2013 - 8AM - Tuesday 

Bristol County Fire - 471.65 - Sundays and Weds 10 AM - (heard Weds Jan 7 2015 
10 AM) - [heard 1000 AM Sunday Jan 7 2018 - tone - then rollcall] 

Bristol County Police Network - 482.5125 - Fri 830 AM - heard Oct 16, 2015 

Brockton FD - 154.31R - they do station IDs - maybe 8AM? - maybe just after box 
alarms 

Brookline FD - ? - possibly 930AM radio test in the 1970s and 80 and 90s 

Brookline NH FD - pager test daily 615PM - 153.785 33.64 151.475R - Sept 2007 

Burlington - 3 Nov 2007 - Sat 8AM random mobiles & ports - 71715 tone test (in 
the good ?old days?) - 23 Aug 2007 Thursday 805AM misc tests - 4/09 maybe sta 
ID 1715 daily - [8 July 2011 Friday - 710 AM - C300 & Tower 1 test] - [2014 - 
still do random mobile tests around 7 AM daily - not sure if they still do 
520PM ID] 

Byfield FD - 8AM - 154.145 - heard Monday Aug 18 2008 - (630 PM June 7 2015 
Sunday) 

C8 - see New Braintree 

Canton FD - 453.525 - 6 PM tones (607PM ish Nov 07 reported) - (August 5, 2015 

- Weds - 610 PM - tone - freq & ID given - "daily radio and tone equipment 
test" - OK by Station 2) 

CAP - see Civil Air Patrol 


Cape Cod Joint Base - see Joint Base Cape Cod 



Carlisle FD - low band - 33.66 - 6 PM nightly pager "tone" test - Oct 2007 & 
January 2 2015 - [6 PM - FD tone test - Monday - June 1 2015] - [Sept 9 2015 - 
6 PM - Weds - tone test] 

Carlisle FD - UHF - 472.10 - "tst of the tone 1800" - no tone heard iva 
Rangecast live scanner audio feed 

Carver FD - (noon pager test - KCA661 - Saturday - 2/12/2011) - (6 PM test 
Sunday - 2/13/2011) - (6 PM pager test Monday - 2 April 2012 & 12/5/2013 & 
1/2/2015) - (6 PM pager test - 6/1/2015 - Monday - 471.25) - [6 PM tone test 
33.66 - 22 June 2015 Monday] - [6 PM "tone and radio equipment test" - FCC ID 
given - 471.25 - Aug 5, 2015 Weds & Dec 16, 2015 Weds] 

Casco Maine FD - in 8/93 they did a pager test at 6PM on 154.415 

Centerville Osterville FPD - 8 Dec 2008 Monday - 1743 PM weekly tone test - 
heard via scanner feed 

Central Falls RI FD - 805AM rollcall radio test - 5 Feb 2008 - 830AM tone test 

- 3 Feb 2008 & 5 Feb 2008 

Chatham FD - weekly pager test - ? "UHF" - 1811 Monday 8 Dec 2008 - heard via 
scanner feed - (8 AM radio test - TG 37360 - Thurs March 19 2015 - just a 
station ID or pager test?) - [June 1 2015 - Monday - 1803 PM - weekly tone test 

- on TG 37360] - [June 20 2015 - Saturday - 8 AM - ? tone test ?] - ["morning 
radio test - 8 AM - Aug 15 2015 Sat] - [ Nov 12 2018 8 AM - 2 groups on call] 

Chelmsford FD - 16 March 2008 - "weekly radio test" - Sunday 923AM - mobiles 
only - [9AM Oct 26 2014 & Nov 2 2014 - Sunday mobile radio tests heard] - Eng 1 

- Res 1 - Svce 1 - Eng 2 - Res 2 - Eng 3 - Eng 4 - Eng 5 - Svc 3 - ( 15 March 
2015 - Sunday - 9 AM - mobiles tested) 

Chelmsford PD - 3 AM daily rollcall - per net 3/22/2015 

Chelsea FD - 9AM daily & 7PM - rollcall - daily - just mobiles - 154.325R - Oct 
2007 (switched to UHF 2009) 

Chelsea FD - 9AM daily & 7PM - test with C2 on Tactical - 154.4375 - Oct 2007 - 
(switched to UHF 2009) 

Chelsea FD - 13 Dec 2008 Saturday 9AM - also tested - Reserve Command Car - 
Engine 4 - Ladder 3 - Special Ops - [18 Oct 2014 Saturday 9 AM - all inservice 
and reserve apparatus tested - also tested - Special Ops - Engine 4 - Car 3 - 
"Car 3 switch to Tactical for a test"] 

Chelsea - Cataldo tests with Chelsea 911 at 7 AM & 4 PM - per Cataldo EMS 2009 

Chicopee FD - 8AM rollcall all radios [11 Nov 2007] - & 6PM 

Childrens Hospital Security in Boston - 530 AM - 7/11/2011 

Civil Air Patrol - Massachusetts - 8 PM daily - (Danvers 1945PM Weds) - 
(Bridgewater 9AM Sunday) 



Clarksburg FD - 6 PM ish weekly pager test by North Adams on 154.31 - heard via 
Pownal VT feed - Wednesday March 4, 2015 

Clinton FD - 8 AM pager test - ?daily - 154.31R - 09 Oct 2007) (Sat morning 
tested "Engine 3 Pump" approx 820AM 13 Oct 2007) - [Nov 12 2018 Monday - 6 PM - 
tone test by KCH246] 

Cohasset FD - Dec 15 2006 Thursday 825AM 151.175R rollcall - 1 March 2007 
Thursday 819 AM 151.175R rollcall (mobiles & 1 portable per rig) 

Concord FD - 483.5375 - 722 PM - Sunday - 14 Nov 2010 - pager test - 1 tone set 

- (Aug 17 2015 - Monday - 915 AM - Eng 3 tested their portables on "Fireground" 

- 483.7125 R) 

Concord PD - 3 AM and 4 AM - 5/27/2015 
Cranston RI FD - 630 PM - 4/22/09 

Cumberland Maine FD - heard via skip - 154.01 - 14 Aug 2008 - Thursday night at 
6PM - "1800 tone test" 

Danvers FD - daily rollcall - 8 AM - Oct 2007 
Dartmouth - ? 

Dartmouth Fire (District) 2 - Aug 12, 2015 - Weds - 7 PM - long tone - "testing 
with all home receivers" - 460.0875 R - local dispatcher tests with Dartmouth 
Control also - then Ldr 2 and Eng 5 sign on for drill - (same Aug 19 2015 Weds) 

DCR Control - 7 AM - dispatcher signs on - 151.145 151.235 151.31 151.37 
151.415 - 15 Oct 2007 Monday - might not sign on in winter 

Dedham FD - 845 AM rollcall - [4 Feb 2012 heard at 855 AM] - [9/23/2012 - at 
837 AM on a Sunday] 

Dennis FD - 6PM pager test heard via scanner feed 21 Nov 2007 - also heard via 
scanner feed 9 Dec 2008 Tuesday 6PM - (Aug 12 2015 Weds - 630 PM - "evening 
tone test" - heard via Rangecast.com) 

Devens FD - Devens FD - 453.025 R - 712 AM - "Engine 5 to Fire Alarm for 
morning radio check" - Dec 26 2014 - no other checks heard around that time - 
(640 AM - A1 - Eng 5 - random radio checks - 3/18/2015 Weds) - (approx Dec 11 
2015 - Ladder 1 did radio check around 7 AM one day) 

Dighton - ( pager test at 615 PM nightly - 20 Jan 2008 Sunday - heard via Fall 
River scanner feed - also heard 24 Jan 2008 ) - (multi radios tested - July 6 
2014 - Sunday - 7 AM) - (Aug 12, 2015 - Weds - 615 PM tone test - FCC ID, FD 
name, & freq given - 453.3125 R) - (June 19, 2016 - Sunday - 7 AM - tested A1 
Alport A2 A2port El Elport E2 E2port Forestl Forestlport) 

District 1 Fire Mutual Aid - Barnstable County - daily 9 AM - 33.70 & TG - (Aug 
17 2015 - Monday - 915 AM rollcall) 


District 2 Fire Mutual Aid - Plymouth County - daily ? 9AM - ? 33.90 & ? 



483.475R - (930AM - 12/9/2013) 

District 3 Fire Mutual Aid - Bristol County - weekly - 471.65R - (Sunday & Weds 
at 10 AM per wiki 4/09) 

District 4 Fire Mutual Aid - Norfolk County - daily 9AM - 482.275R & 154.295 

District 5 Fire Mutual Aid - southern Essex County - daily - 154.07R - 615 PM ? 

District 6 Fire Mutual Aid - northern Middlesex County - daily 930AM - 

460.0375R - [also heard on 159.465 ~ - 930 AM - Thurs July 30 2015 - 

availability rollcall] 

District 7 Fire Mutual Aid - southern Worcester County - Saturday 1130 AM test 

- 33.62 & 460.6375 at Southbridge & 453.1375 at Northbridge 

District 8 Fire Mutual Aid - northern Worcester County - daily (weekdays per 
Net - 3/22/2015) - 9AM - 453.75R & 33.70 & 31.10R - "MidState" 

District 9 Fire Mutual Aid - Franklin County - 33.54 - Monday night tone tests 
7PM IIRC 

District 10 Fire Mutual Aid - Hampshire County - 154.37 PL127.3 - Monday night 
? 630PM tone tests 

District 11 Fire Mutual Aid - Hampden County - 154.28 - 33.52 - (per Net - 
3/22/2015 - Weds 10 AM) 

District 12 Fire Mutual Aid - Berkshire County - 154.31 - Monday night tone 
tests? - [Dec 2014 - A & B FDs on Mondays - C & D FDs on Tuesday - etc] 

District 13 - also see MetroFire 

District 13 Fire Mutual Aid - MetroFire - Boston Metro Area - 483.2875R PL131.8 

- daily 10AM 

District 13 Fire Mutual Aid - MetroFire - Boston Metropolitan Area - 483.3125 R 

- Saturday morning 10 AM approx - mobile radio tests - 1 group of FDs each week 

- no test on any 5th Saturdays of a month 

District 13 Fire Mutual Aid - Sundays - approx 1005 AM - Beveraly Control tests 
with Metro Control every Sunday 

District 14 Fire Mutual Aid - southern Middlesex County - 845 AM daily as of 
March 2012 - was 830AM daily previously - 33.98 & 46.36 - 471.05R at Hopkinton 
& 453.3875R at Concord - March 15, 2015 - 9 AM 

Douglas FD - maybe 530 PM test - Thurs Aug 13 2015 - 33.96 

Dover FD - ?615 PM ?33.50 - (20 Jan 2009 - 545 PM - evening tone test 483.05R) 
Dracut FD - 8 AM tone & 6 PM tone 

Dudley FD - 545 PM - 154.34 - ( 5 45 PM 4/22/09 ) - (6 PM tone test Aug 3 2015 



Monday) 


Dukes County - shortly before 6PM - per sme2 26 Nov 2008 - announcement for 
Tisbury FD heard at 606PM on 8 Dec 2008 via scanner feed - 605PM 9 Dec 2008 
Tuesday tone sets for radio class (approx 4 island emt tone sets)(approx 5 FD 
tone sets) 

Dukes County - pagers and mobiles - weekly test by "252" - Sunday 10AM - Dec 28 

2014 

Dukes County - noon - ? test ? - on 154.325 - heard via Rangecast - Thurs Aug 
13 2015 

Dunstable FD - 33.66? - 645 PM tones 

Duxbury FD - 8 AM & 6PM tones - (the 8AM test was heard Sept 2004 & 24 Sept 

2008 - three quick 2 tone sets (maybe 1 sec plus 1 sec) - and OKs by Sta 1 and 
Sta 2) - (2/13/2011 - Sunday - 6 PM - 4 quick tone sets - then Sta 1 and Sta 2 
acknowledges) - (July 5 2014 - 8 AM tone test) 

East Bridgewater - 7 PM tone test - June 3 2015 & Jan 27 2016 

East Kingston NH FD - 154.19 by Rock County - 7PM - 7 July 2008 Monday - first 

Monday of the month 

Eastham - ? 

Easton - FD radio test 615PM daily per note in my Pocket Guide - (1811 tone 
test - Sunday June 22 2014) - [Aug 26 2015 - Weds - 1806 PM - Sta 1 & Sta 3 
test] 

Electric Power Companys - 2 PM approx tests - 37.60 & 37.78 - reported 
4/26/2011 to sne 

Essex FD - 155.82 - 7PM ID + tone test (Jan 2009) (June 3 2015) 

Essex County - north county rollcall - heard 945AM 28 Sept 2008 

Essex County - South County rollcall - 615PM daily - 154.07R - 01 Nov 2007 - 

also see District 15 - heard D5 rollcall 615PM Sunday Jan 14 2018 via 
Rangecast.com] 

Everett FD - 154.31R - 815 AM daily rollcall - Oct 2007 - 6 PM station ID - Oct 
2007 - daily beep at noon (also heard May 29 2015 at noon) - 11 Oct 2007 - on 

Tuesday 30 Sept 2008 at 815 AM they tested the mobiles and the officer's 

portables - on Saturday 27 Sept 2008 they tested all of the portables - 
(1/18/2014 815 AM test) - (8 AM - station ID & freq & working Deputy - 
5/9/2015) - (May 9 2015 - Saturday radio test - all mobiles - including Eng 4 + 
~Eng 6 + Rescue 1 + Squad 1) - (Monday June 8 2015 - 6 PM - Station ID and Name 
of Working Deputy Chief) 

Fairhaven - 6 PM home receivers test - per scanner feed - March 6, 2011 & Aug 3 

2015 - FCC ID also given - 1 long tone 



Fall River FD - 825 AM rollcall Saturday - Aug 2007 - mobiles & ?just officer 
portables - 5 Feb 2008 - Tuesday - 830AM radio rollcall test heard via Net feed 

- 8 July 2011 Friday 834 AM rollcall test heard via live scanner audio feed - 
Saturday June 21 2014 rollcall heard at 830AM 

Falmouth FD - 1801 tone test, heard via scanner feed, 08 Dec 2008 Monday - 1800 
tone test heard 11 Dec 2008 Thursday - (Dec 22 2015 - Tuesday - 6 PM "evening 
tone test" - 1 tone set) 

Fire District # - please see "District (#)" - (Mass Fire Districts - mutual 
aid) 

Fitchburg FD - 154.25 - 8 AM daily test with outside stations - 805 AM daily 
test with all radios - 12 Oct 2007 - 6 PM test with outside stations (Cleghorn 
E2 + XX Hwy El) - 5 July 2008 Saturday - [154.25 - PL 192.8 - radio test approx 
8 AM - this is the backup radio system - Wednesday 6 April 2011 - unknown if 
this is a daily test] - (per Net - 3/22/2015 - 8 AM - portables - noon and 6 PM 

- stations) - (3/23/2015 Monday & Jan 2 2016 Saturday - 6 PM - tested with 
stations - Summer St + Oak Hill + HQ) - (Saturday - 6/6/2015 - 8 AM - test with 
stations - 805 AM - test with mobiles and portables) - [July 3, 2015 - Friday - 
noon - paging radios at stations] - [Nov 12 2018 Monday 805am mobiles and 
portables] 

Foxboro FD - 484.6625R - pager test - 8 AM - number of medics on duty - Sat 13 
Oct 2007) - (16 Oct 2007 acknowledged by Mansfield FD) - (16 June 2011 - weekly 
Mayday tone test and onduty portable test - 930 AM - 402 - 302 Firefighter 
Hedaut - 101 FF Pateri - 102 FF McMaster) - [5 Feb 2012 - Sunday - 820 AM - 
misc radio tests] 

Framingham FD - 483.7625 - 8AM & 615 PM - 13 Oct 2008 - per the sme2 list - 
mobiles are tested at 8AM and 6PM - portables are tested at 815AM and 615PM - 
[10 Feb 2010 - 8 AM stations paged - 815 AM portables tested] - [January 3, 

2015 - Saturday - stations tested at 8 AM - portables tested at 815AM] - [8 Feb 
2018 - Thursday - portables tested at 815am] 

Franklin County - fire - no tests heard from 7 AM to 815 AM - Thursday - May 5 
2011 - via Greenfield area FD scanner feed at radioreference.com - (Dec 2014 - 
nothing heard Thurs Fri Sat Sunday) 

Franklin County FDs - 7PM ish - Monday pager tests - 12 Nov 2007 

Franklin County - fire - May 5 2011 - Thursday - 728 AM - "Southwest Fire" was 

heard testing a radio with Shelburne Control - apparently was SWNH from Keene - 
[Dec 2014 - SW Fire tested with Shelburne Control on Simulcast 1 at 744 AM 
today (Sunday morning) - they also tested at 809 PM on Friday Dec 12] 

Freetown - 630 PM tone test heard via Wicked Local scanner feed on Friday 
January 2 2015 & Monday June 1 2015 

Gardner FD - 154.13 - ?daily rollcall at 825AM? - Sept 2007 - ( 05 Nov 2007 
Monday 825AM - mobiles & portables rollcall heard via scanner feed ) - ( 18 
Sept 2011 Sunday 805 AM weekly fireground test ) - (March 23 2015 & Feb 8 2018 

- Monday - 6 PM - tone test) - [May 7 2015 - Thursday - "daily radio test" - 

837 AM - rollcall - all units heard loud and clear via Gardner FD feed at 



Broadcastify.com] - (7 AM tone - heard via Rangecast - 154.13 - Sat Aug 15 2015 

- also - 830 AM - rollcall test - just dispatcher heard - units called included 

- 200, 300, Tower Bucket, 102) - (Aug 17 2015 - Monday - 825 AM - mobiles and 
portables tested) - [7 AM tone test Sat 21 Jan 2017] 

Georgetown - 850AM daily & 9PM - 154.01 - pager test - 10 Oct 2007 - [9PM pager 

test heard via eDispatch.com - 1/13/2015 - "154.325" ] - [ May 28, 2015 - Thurs 

- 6 AM - daily ALS coverage / pager test 

Gloucester FD - 8AM & 6PM daily - 3 beeps. Station ID, and tide report - 154.16 

- Oct 2007 - (stations & units status also - 6/12/2011) - [Monday 22 June 2015 

& Weds Sept 9 2015 - 6 PM tide report - 154.16R] 

Goffstown NH FD / EMS - 158.88 - 6PM daily pager test - Oct 2007 
Gorham Maine FD - 154.40 - 6PM pager test - ?1990s 

Grafton FD - 6 PM - pager test - Sept 2007 - (550 PM - 4/22/09 & 11/15/2013 - 5 
tone sets - 1 second + ?3 seconds) - (12 Dec 2015 - Saturday - heard via 
Rangecast.com - 1750 hours - 46.48 - multi tone sets - "test of paging system") 

Great Barrington FD - weekly pager test - Monday - 620 PM - heard 11/3/2014 via 

scanner feed - 154.31 

Greenfield FD - Eng 1 - Eng 4 - 94 - 102 - 108 - 827 AM - Friday 23 Aug 2013 - 

[ 3 Dec 2014 - Weds - 815 AM - 82, 83, 85, 95, 109] - [2 Dec 2014 Tuesday - 815 

AM - ? + 94 + 100 + 110 + 101] 

Greenville NH FD - 33.74 - pager test - 6PM - Sept 2007 - (154.3925 ? - 6 PM - 
Friday - July 24, 2015) 

Groton FD - pager test - 6PM nightly - 2007 - (Sept 11 2014 - 155.9025 - 8 tone 
sets at 6 PM) 

Groton (& Dunstable) EMS - 6 PM - 154.055 - pager test daily "evening radio 
test" - (freq is no longer used for paging maybe - Sept 11 2014) 

Groton EMS - 1810 PM - EMS evening tone test - multi tone sets - 155.9025 - 
June 1 2015 Monday 

Groton PD - 8 AM - Station ID / Radio test - April 30, 2015 

Groveland FD - 154.8675 R - daily pager test at 850AM - Oct 2007 & Feb 5 2012 

Groveland PD - 6 AM - tested with 1 unit - Saturday - 9 July 2011 

Halifax FD - 6 PM - (heard 12/5/2013 & Jan 2 2015) - (8 AM pager test heard via 
scanner feed - 453.1875 - July 5, 2014) - (6 PM tone test heard via Rangecast 
1/9/2015 & 12/16/2015) 

Hamilton - 155.94R - pager test - daily - 8AM & 8PM - 09 Oct 2007 - [8PM test 
heard 1/7/2015] - [8 AM test - Monday - 3/23/2015] 


Hampden FD - paging test - 1845 PM - Sunday Feb 4 2018 - heard via eDispatches 



Hampshire County FDs by Northampton Control - Monday 630PM - tone tests - heard 
via scanner feed 12 Nov 2007 - (6 PM Sunday FD tone tests - 11/30/2014) - (6 PM 
Sunday June 7 2015 - evening tone test) - (Aug 2 2015 Sunday - 618 PM - 
"evening tone tests") - (Aug 10 2015 - 6 PM - Monday - tone tests) - (Aug 12, 
2015 - Weds - 6 PM - tone tests) - [6 PM tone tests - Monday Feb 5 2018] 

Hampstead NH - tone test by Derry - 1800 PM Sunday Feb 4 2018 - heard via 
eDispatches 

Hampton NH - 154.145 - 9 Oct 2007 Tuesday 6PM - pager test for Hampton and 
Hampton Falls - 5 July 2008 Saturday - same 

Hanover FD - 484.40 - 630 PM tones 

Hanscom AFB FD - daily rollcall 8AM 166.225R P25 - [heard Sunday 10 Jan 2010 
8AM] 

Harpswell Maine FD - 8PM pager test - 154.19 - heard 5/27/1990 

Harvard Amb Squad - 159.09 - 1830 (630 PM) monitor test daily - 1 Nov 2007 - 20 
Nov 2008 

Harvard FD - 33.10 - daily tone test at noon - Sept 2008 - (6 PM tone test by 
Nashoba Valley Comms - 470.875 - 1/12/2015 & 6/1/2015) 

Harvard University Security Guards - 463.85 R - 27 March 2011 - 430 PM - 12 Aug 
2015 - 430 PM 

Harwich - Nov 3 2014 - Monday - 630 AM tone test with Station 2 - unknown if a 

regular test or if they had a problem - (June 8 2015 - Monday - 630 PM - 

"weekly tone test" by "Harwich Fire Alarm") 

Hatfield FD & EMS - [pager test by Northampton Control - 6 PM - heard via 
eDispatch.com] - [also heard - 6 PM - June 7, 2015] 

Haverhill FD - Sundays 8 AM rollcall - Oct 2007 - daily 8 AM station ID 

Hingham FD - pager test 154.265 - Sunday 930AM - approx July 2007 - ( 10 second 
tone test - 484.375 - PL 141.3 - 930 AM - Monday - Jan 9 2012) 

Holbrook - 453.15 - 615 PM - (Sat Feb 3 2018) 

Holden - 6 PM tone test heard via eDispatch Saturday January 10, 2015 - [615 PM 

- 4/22/09] - [noon tone test - 9/25/2012 & 1/11/2015 & 1/21/2017] 

Holland FD - 33.46 - 615 PM tones 

Hollis NH FD - 615 PM daily radio [pager] test 153.785 33.64 151.475R - Sept 
2007 - [random mobile tests 13 Oct 2007 Sat 945 AM] 

Holliston FD - 470.475 - 12 noon & 7 PM tone - (7 PM test heard 1/9/2015 & 
6/3/2015) - (29 May 2015 - station callsign and freq given - noon) 



Holyoke FD - 7 PM weeknights - (per Net - 3/22/2015 - 5 PM weeknights) 


Hopedale FD - 815 AM - Monday June 23 2014 - [815 AM Sat Jan 3 2015] 

Hopkinton FD - 460.0875 - noon (& maybe 6 PM Oct 3 2011) - [Jan 5 2015 - Monday 

- noon - station ID on 460.0875 - station ID and tones on 460.3125] - [Sept 21, 
2015 - Monday - noon - 460.3125 - tones - "1200 hour radio test"] 

Hooksett NH FD - pager test - 158.88 - 6 PM - Saturday - January 8, 2011 

Hubbardston FD - pager test - 555 PM - Tuesday Dec 18 2018 - heard via 
eDispatches.com - maybe Oakham also - (both Hubbardson allcall and Oakham 
allcall appeared but just Hubbardston was voiced) 

Hudson FD - via scanner feed - 815 AM - rollcall mobiles and officer portables 

- 16 Nov 2007 - (weekly radio test 815 AM Monday June 23 2014) - (June 8 2015 - 
Monday - 630 PM - "daily radio test" - Station ID plus test with HQ and Station 
1) 

Hudson NH FD - 155.955 - 8 AM station ID - July 17 2007 - Sat 13 Oct 2007 

Hull FD - Monday 830 AM - 159.12R - Sept 2007 - rollcall all mobiles and 
?officers portables 

Hyannis FD - 641 PM pager test heard via scanner feed 21 Nov 2007 - 11 Dec 2008 
Thursday tone test multi tone sets 603 PM heard via scanner feed - (Sept 11 
2014 - delayed evening tone test at 657 PM - seven tone sets plus 1 long tone - 
68 seconds to complete - tone sets are 1 second first tone followed immediately 
by 4 second second tone) - (6 PM tone tests - Weds - May 27 2015 - also - 
Tuesday Dec 22 2015) - [6 PM - pager tests - Sunday Feb 4 2018 - heard via 
eDispatches.com] 

Ipswich - 8 AM rollcall - [6 PM pager test - Monday June 22, 2015 & Monday Nov 
12 2018] 

Johnston RI FD - 8 AM Radio rollcall test heard Tuesday 5 Feb 2008 

Joint Base Cape Cod - the military base formerly known as Mass Military 
Reservation on the base formerly known as Otis AFB - TG 37904 is labeled as "CC 
PUBS" but it is JBCC FD aka MMR FD aka Otis FD - 820 AM approx on Saturday - 
"Fire Alarm, (from) 402 on for light check" - very little activity on the TG 
for several hours - Dec 27 2014 

Kingston FD - 615 PM tone - (Monday June 8 2015 - 615 PM - test with Sta 1 and 
Sta 2) - (615 PM "evening test" Weds Dec 16 2015) 

Kingston NH FD - 154.19 pager test by Rock Co - 7 July 2008 Monday - first 
Monday of the month - 7 PM 

Lakeville - 615 PM tone test - Jan 2 2015 

Lancaster FD - (9 AM monitor test - 1 tone 10 secs long - heard via scanner 
feed - 05 Nov 2007) - (Jan 12 2015 - 6 PM tone test - 453.225 - heard via 



Rangecast.com) - [Nov 12 2018 6 PM tone test by "Fire Alarm" - probably Nashoba 
Valley - heard via Wicked Local Ive scanner audio internet feed] 

Lawrence FD - 154.445R - daily rollcall 815 AM (& 615 PM) - Oct 2007 

Leicester FD - 550 PM tone test heard via eDispatch Sat Jan 10 2015 - (12 Dec 
2015 - Saturday - 1750 hrs - "evening tone test" - by "Station 10" - 158.775 - 
multi tone sets - "KCH288" - heard via Rangecast.com) 

Leominster FD - Saturday 940 AM - full rollcall - all portables and all reserve 
units - 1 Nov 2008 - [July 3 2015 - Friday - noon - station tests - Sta 2 and 
Sta 3] 

Lewiston Maine FD - 153.95 - 704 AM - KCD577 daily monitor test - 5 July 2008 - 
heard via skip 

Lexington FD - 154.34R - 8 AM & 6 PM station ID) (?830 AM rollcall ?Mondays) 

Lexington FD - UHF radio test - Wednesdays at 9 AM - 12/30/09 - [820 AM Sunday 
27 Oct 2013) - [830 AM Sunday Dec 7 2014 - UHF] 

Lexington FD - 6 AM radio ID ? - Saturday - 9 July 2011 

Lincoln FD - 154.145 - Sat 9 AM - misc units - ?July 2007 - 9 AM station ID 

daily - 8 Oct 2007 - [7 Feb 2012 - 9 AM radio test of inservice units] - [28 

Oct 2013 - Monday - 815 AM radio test of Eng 3 + Ldr 1 + A1 + Car2 - 154.145R - 
mobiles only] 

Littleton FD - ? 615 PM pager test - 153.815 - [evac tone test - 1815 PM - 14 

May 2012] - (Sept 11 2014 - 153.815 - 615 PM - one 2 tone pager signal - 1 

second first tone followed immediately by a 3 second tone) 

Logan FD - see MassPort FD 

Lowell FD - 9AM rollcall of portable radios 

Lowell PD - 915 AM and 515 PM - daily radio checks per ? sne 7/14/2011 - (not 
heard at 515PM nor 530PM - 3/23/2015 - Monday) 

Lunenburg FD - Saturday - 12 noon - 155.76 - on duty rescue squads identified - 
18 Dec 2010 - (March 23 2015 - Monday - 6 PM tone test - heard via Fitch/Leomin 
feed - not positive on FD ID) 

Lyndeboro NH FD - 154.43 - 6 PM Sunday - "testing monitors off Temple" - 04 Nov 
2007 

Lynn Parking - 453.05R - 830AM ish - all units test their radios - 15 Feb 2009 
ish 

Lynn FD - ???? 

Lynnfield FD - used to do daily tone tests at 8AM & noon & 7PM - 11 Oct 2007 
Thursday - 46.06 - noon - 2 pager tone sets possibly for the 2 station sirens 
or airhorns - (June 8 2015 - Monday - 7 PM - maybe pager test) - (June 11 2015 



- Thursday - noon - pager test) - (Aug 19 2015 - Weds - possibly no test at 7 
PM) - [Sept 21, 2015 - Monday - noon - 2 tone sets plus whooper - 482.70] 


The List of radio tests continues below the following updates section 


(Updates) (Misc Info) 

02 Nov 2007 - added - Wakefield FD - Merrimack NH - Essex County south - 
Princeton FD - Harvard EMS - updated - Groton EMS - Mason NH 
03 Nov 2007 - merged sme2 list and scancapecod list 

05 Nov 2007 - Lancaster FD - Gardner FD update 

06 Nov 2007 - Revere - Burlington - York ME - North Andover - Berwick ME 

09 Nov 2007 - Wellesley - Meadowood Dive Team - NH Tollroads - Beverly EMA - 

Agawam FD 

11 nov 2007 - Ware FD - Chicopee FD - Springfield FD 

16 Nov 2007 - Franklin County - Hampshire County - Tufts University EMS - 
Hudson FD 

21 Nov 2007 - added Cape FDs 

11 Dec 2007 - Wkfld FD 9PM beep - MSP info 

17 Dec 2007 - I deleted the text that said that I confirmed or monitored all of 
the tests - that was incorrect - however, I can confirm many of these entries - 
either by over the air scanning or listening via the Internet - some, like 
Amherst and Hanover I think I got from the Wiki 

17 Dec 2007 - added BAPERN Central - added to Boston Hospitals test 
21 Dec 2007 - afternoon Boston Hospitals test 

05 Jan 2008 - misc updates - Hudson - Marlboro - MetroFire - USCG - Townsend - 
Gardner 

16 Jan 2008 - Methuen FD 

20 Jan 2008 - Tiverton RI - Warren RI - Dighton - BAPERN North 
24 Jan 2008 - Wayne Alarm - Boston Hospitals - Milford 
3 Feb 2008 - split file into 2 segments 
3 Feb 2008 - Central Falls RI 

16 March 2008 - Chelmsford 

7 July 2008 - Hampton NH - Lewiston Maine - Fitchburg 6PM - East Kingston NH - 
Kingston NH 

11 Aug 2008 - Easton FD 

17 Aug 2008 - Byfield FD - District Fire Mutual Aid 

28 Sept 2008 - Essex County south fire - Harvard FD - Duxbury FD 

1 Oct 2008 - Everett 

13 Oct 2008 - Framingham 

2 Nov 2008 - Leominster 

20 Nov 2008 - added time for Harvard Amb 
26 Nov 2008 - Dukes County 

8 Dec 2008 - Chatham FD - Brewster FD - Falmouth FD - Centerville Osterville FD 

16 Dec 2008 - Chelsea 

23 Jan 2009 - Acton box tone - Dover FD 

15 Feb 2009 - Acton 46.50 test - Lynn Parking 

10 April 2009 - Belmont FD weekly - Dist 3 Fire twice weekly 

24 April 2009 - Grafton - Bourne - Dudley - Holden - Cranston RI 

(please see below for a list of newer updates) 




(1 June 2009 - I created this combined file at Google Documents by combining two files 
from the sme2 files at yahoogroups.com - peter sz) 


Radios Tests 3 M-Z 

3 Nov 2007 - I have combined all of the sme2 info with the scancapecod.us info. 

The wiki at www.scancapecod.us has a good list of daily and weekly radio tests. 
<http://www.scancapecod.us/wiki/index.php/Radio Tests> 

All tests are daily unless otherwise noted. 

"Rollcall" means that all mobiles and all portables are tested, unless 
otherwise noted 

11 Oct 2007 - anything with a question mark (?) next to it is questionable 


List of Radio Tests continues 

Agency - date - time - type of test - frequency - date monitored or reported 
(approximate) 

Malden FD - 6 PM station ID 154.25R - 8 AM 1 beep - 830 AM rollcall all radios 
154.25R and 153.83 - 9PM 1 beep - (July 11, 2011 - 3 beeps at 9 PM) - (? maybe 
Jan 2011 - many radios tested on UHF - 820 AM to 830 AM - check sme2 for 
specifics) - (June 8 2015 - Monday - 6 PM - 1 beep) - [Monday Feb 5 2018 - 830 
am rollcall] 

Manchester By The Sea - 159.3375 - 620 PM tone - (9AM pager test - Weds May 27 
2015) 

Mansfield FD - pager test and station test - 8AM - 2007 - on Sat 29 March 2008 
at 8AM I heard this "daily radio test" via a live scanner feed - both "North 
Main St" and "Plymouth Street" acknowledged - [Jan 12 2015 - Monday - 8 AM - 
pager and 2 stations tested - Jan 21 2017 Sat same - Jan 24 2018 Weds same] - 
[24 Jan 2018 - Wednesday - weekly mayday tone test and weekly mobile test and 
onduty portables test] 

Marblehead FD - 845 AM 

Marion FD - tone test - 6 PM - 5 second tone - April 2 2012 - Monday - [May 28 
2015 Thurs 6 PM all call tone test] - [Dec 16 2015 Weds 6 PM test 483.425] 

Marlboro FD - Dec 2007 - 810 AM (daily) - rollcall mobile radios and station 
radios - 46.42 & 800 Mhz - includes test with Berlin Fire on 800 - includes 
test with Hudson Fire & Southboro Fire on 46.42 - [10 Feb 2010 - Wednesday - 
814 AM - pager test for Sta 1, Sta 2, Sta 3, & Berlin Fire - heard via Internet 
scanner feed] - (830 AM radio test - 1/18/2014) - [Jan 3 2015 - Saturday - 845 
AM - delayed test apparently - mention of testing "both bands" - mention of 
testing "high band" ] - (August 10, 2015 - Monday - 822 AM - 46.42 - dispatcher 
tests with Stations 1, 2, and 3 - 824 AM - 858.4625 R - "daily radio test" - 




pager tone sets for Stations 1, 2, & 3 - plus for Berlin FD) - (Aug 16, 2015 - 
Sunday - 930 AM - test of all portables on FG channel - 854.3875R) 

Marshfield FD - Tuesday morning at 830 AM - 1/2011 & 8/13/2013 & 10/28/2014 

Marthas Vineyard - see Dukes County 

Mashpee FD - 6 PM pager test heard via scanner feed 21 Nov 2007 - also heard 
via scanner feed Tuesday 9 Dec 2008 6PM "KCF574" - (Dec 22 2015 - Tuesday - 6 
PM - evening tone test) 

Mason NH - 6PM - pager test - 33.74 - Sept 2007 - 6PM pager test heard on 
~155.40, dispatcher heard but pager tones not heard - 1 Nov 2007 

Massachusetts Emergency Management Agency - see MEMA 

Massachusetts Fire Mutual Aid Districts - see "Districts" above or "MetroFire" 
below or County Names 

Massachusetts General Hospital - Police - 4 PM - 1/21/2012 - probably at 
midnight and 8 AM also 

Massachusetts State Police - they seem to do a rollcall of troopers at 5AM - E4 
units sign on around 7AM - (4/27/2014 - D Troop did rollcall at 5AM) 

Massachusetts State Police - TG 33456 - is "El East" - 6AM Code 6 - test of Sectors 1 thru 7 - 
Sector 6 was off at Station El doing a report - 607 AM putting flag at half mast - Friday April 29 2016 

Massachusetts State Police - TG 35824 - Station E4 - Boston tunnels - 6 AM Code 6 - radio tests - 

Sector 8, 10, 12 mentioned - Sector 12 on Tobin bridge - also ERS4 ERS7 ERS10 did shift changes at 615AM 

Friday April 29 2016 

Massachusetts State Police - TG 33840 - 5 AM Code 6s - "C Patrol 3 West" - Friday April 29 2016 

Mass Fire District - see District # 

Mass Military Reservation - see Joint Base Cape Cod 

MassPort - 30 Jan 2012 - Eng 200 tested radio at 734 AM on "Fireground" - 
Monday - (7 AM to 9 AM ish - seem to do random morning radio checks - Dec 2014) 

- and Aug 2015 - ["daily radio test" - 8am ish - Jan 17 2018 - Weds - 72300 - 
Marine 31A - Marine 31B - Marine 32 - (Marine 33 OOS) - HazMat 1 - Stair Truck 

1 - Foam 1 - also - ? East Boston Ladder 62 ? - complete at 0808 am - (daily 8 
AM Jan 2018 Feb 2018)] 

Mattapoisett - 630 PM - evening tone test - tones not heard - via scanner feed 

- March 6, 2012 - (12/6/2013 - 6 PM test) - (1/9/2015 & 6/1/2015 & Aug 5 2015 - 
6 PM test heard) 

Maynard - 820 AM - Maynard FD did "morning radio test" - 470.90 R - Eng 1 - Eng 

2 - Car 9 - Ladder 1 - Brush 1 - "Maynard Fire" is the dispatcher - 

there was also a two tone pager signal for the 'daily tone test' - Monday Oct 9 2017 


MBTA PD - 5 AM rollcall 


Dec 7 2013 



Meadowood NH Dive Team - 7 Nov 2007 Wednesday - 6 PM - 154.43 - pager test 'off 
Temple (Mtn)" 

Medfield FD - 482.475 - 7 PM tones - (also heard July 12 2014 Friday via 
eDispatch) - heard 1/9/2015 via Rangecast 

Medford FD - 8 AM rollcall - [8 PM rollcall Jan 1 2013 & Aug 19 2015] 

Medway FD - 482.625 - 610 PM tones 

Melrose FD - daily rollcall all radios - 810 AM - 159.405R - 13 Oct 2007 - [1 

beep 6 PM Jan 2 2015] - (Monday June 8 2015 - 6 PM - station ID) 

MEMA - possibly first day of month - VHF highband - 155.745R Mt Wachusetts & 
155.095R Mt Greylock - rollcall of communities - Oct 2007 

MEMA - 45.36 - station ID 630PM daily - 2007 - might be 6PM daily actually as 
heard May 19 2007 & Feb 2006 & 7 Nov 2007 

MEMA - 2400 / midnight - station ID - 153.965R & statewide on VHF highband 
probably - also 8 AM and 4 PM - (yes - at shift changes) 

MEMA - 142.35R - monthly tests - heard Thursday July 5 2007 (?time) & 8 Feb 
2007 945AM 

MEMA or DCR - 151.145R - tests with Beverly Control and Metro Control? - ?2004 
2005? - weekly - monthly? - [Nov 12 2018 Monday 8 AM station ID] 

MEMA - 153.965R - Beverly EMA testing with Region 1-7 July 2008 Monday 630PM 

- first Monday of the month - 155.955in 

MEMA - 151.235 - 2006 PM - station ID - Monday Nov 4 2013 

MEMA - TG 38896 - MEMA East - Station ID at 8 AM - Oct 19, 2014 

Mendon FD - 6 PM pager test - 4/24/09 & 1/10/2015 - [ 5 Feb 2012 - misc radio 

checks - Sunday morning - 810 AM] 

Mendon PD - ? 8 AM station ID - approx 7 Feb 2012 - (Aug 3 2015 - 6 PM - 
"evening tone test" - 2 tone sets - 453.30 - heard via Rangecast.com) 

Merrimac FD - 158.955R - 530 PM daily pager test - Oct 2007 - [8 Aug 2011 - 815 
AM - tone test] - [July 3 2012 - 530 PM pager test - 155.8725R] 

Merrimac NH FD - 153.98R - 7PM - FD and EMS pager test - 11 Oct 2007 Thursday 

- perhaps daily - perhaps on 155.235 also 

Methuen FD - 154.01R rollcall - 2007 - ?9AM Sat - ?9am daily - I heard 
rollcalls on June 19 2006 & 16 Dec 2005 - I thought they did a rollcall 9AM 
daily - 10 Feb 2007 Sat rollcall test heard at 910AM - 14 Jan 2008 - Monday 9AM 
complete rollcall (the 2nd Monday of the month) - [Oct 26 2014 Sunday - 8 AM - 
154.01R - Rescue 1 heard doing a test] 



Methuen PD - 403 AM rollcall - May 4, 2015 - 482.4625 R 


MetroFire - 483.2875R - daily 10 AM - rollcall of all communities and their 
availability) - (13 Oct 2007 test was at 945 AM) - (4 March 2012 - daily 
rollcall is still done at 10 AM) - (May 19 2014 - still done) 

MetroFire - mobile tests - 13 Oct 2007 - 2nd Saturday - 1015 AM - Chelsea - 
Everett - Lynn - Revere - Saugus - Winthrop - 8 Nov 2008 - 2nd Saturday - 

1110AM - Chelsea - Everett - ... - Malden - Melrose - Revere - Saugus - 

Winthrop - 

MetroFire - March 2012 - they still check to see if anyone wants to test mobile 
radios after the Saturday test - no one ever tests any mobiles anymore - except 
maybe Lynn or Weston IIRC 

MetroFire - mobile tests - 20 Oct 2007 - 3rd Saturday of the month - 1015 AM - 
Needham- Somerville - Waltham - Wellesley - etc 

MetroFire - Hazmat pager test - possibly once a month - possibly on a Wednesday 
after the 10AM rollcall - pagers are not on 483.2875R 

MetroFire - Chiefs Pager test on ? - not on 483.2875R apparently - possibly 

they use a commercial system 

MetroFire - Sundays - after 10 AM rollcall - Beverly / D5 Control tests with 
MetroFire Control / Boston - dispatcher to dispatcher 

Middleborough - ? 

Middleton - 8AM - Station ID daily - 460.575R - 09 Oct 2007 - [ noon pager test 

- 11 Oct 2007 ] - [ 6 PM pager test Friday 12 Oct 2007 ] - [ 1 July 2011 - no 6 
PM test ] - [ 6 July 2011 & 8 Feb 2012 - noon pager test - 1 long tone] - [7 PM 
tone test - Weds - July 29 2015] - (Aug 8 2015 - Saturday - 460.575 R - 805 AM 

- tone test by Essex Regional Dispatch) 

MidState - northern Worcester County fire mutual aid - 453.75R - 31.10R - 33.70 

- 9AM daily - rollcall of all communities - 20 Oct 2007 - [see District 8] 

Millbury FD - Aug 3 2015 Monday - 603 PM - multi tone sets - heard via 
Rangecast.com - also Dec 12 2015 Saturday 

Milford FD - 453.125 - (noon ID - Thursday Jan 24 2008 & 12/6/2013) -( 8 AM 
Station ID) - (820 AM rig radios test & Stations) - [24 June 2011 - Friday - 
815 AM - rigs test & AMR ALS 1 & Sta 2 & etc - heard via Net feed] - [5 Feb 
2012 - Sunday - 815 AM daily test] - (453.125 - Sept 11 2014 & May 27, 2015 - 7 
PM tone test - also freq & FCC ID - 12/14/2015) - [ 19 Oct 2014 - Sunday - 815 
AM - 470.625 R - rollcall on "Fireground" - 815 AM - 453.125 R - Station 1 
tested on "Dispatch" ] - [Nov 3 2014 - Monday - 815 AM - test on 470.625 R - 
Milford FG - Eng 4 Port / L4 - Res 100 - Eng 300 - Ldr 1 Port - P2 Port - etc ] 

- [Jan 3 2015 - Saturday - test at 815 AM on both channels - first 453.125 then 
470.625] - [6 Jan 2018 - 7 PM - station ID - Milford FG - 470.625 - heard via 
Rangecast] 

Millis - 530 PM - ? tone test ? - Sat Feb 3 2018 - heard via RangeCast.com on 



483.70 


Millville FD - 33.82 - 8 AM ID weekdays - Sunday 10 AM tones - (1/10/2015 - 530 
PM tone test heard via eDispatch) 

Milton FD - 8 AM rollcall - (heard March 14, 2015) (also heard Sunday Aug 9 
2015) 

Minuteman National Park - 164.425 - signed on at 9 AM - Saturday July 30, 2011 

MRS - signs on nightly at 9 PM on 463.85 R 

MSP - please see Mass State Police 

Mutual Aid District (Fire) - see "District XX" 

Nahant FD - 10 AM Thursday - 21 Jan 2010 - tone test by Lynn FD - 154.37 - PL 
107.2 - [12 Feb 2010 Friday 8 AM tone test 154.37] 

Nashua NH FD - 151.25 - 8 AM station tone tests - daily - Oct 2007 - [July 1 
2012 - Sunday - 915 AM - 154.325 "Channel 1 " test] - [151.25 6 PM tone test Sat 
Jan 21 2017] 

Natick FD - 154.205R - 6 PM nightly - rollcall - Oct 2007 - (815 AM radio test 
Thursday 19 May 2011 & 1/18/2014) 

Natick FD - 155.31R - they might test with 1 unit - 6 PM - Wednesday - Oct 2007 
- this is their secondary channel 

Needham FD - 453.075 R - 930 AM Saturday rollcall - 2007 - (557 PM station - ID 
19 Oct 2007 Friday - 6 PM ID) 

Needham school buses - 155.715R - school days - 7 AM - 12 Oct 2007 
NEMLEC - see BAPERN 2 NW 

New Bedford FD - 8 AM Saturday rollcall - (11 Aug 2007) - Sept 2007 - (9 July 
2011 - Saturday - 8 AM - rollcall radio test - all mobiles plus 1 portable 
each) - [Dec 4 2014 8 AM radio rollcall] 

New Braintree MSP Dispatch Center - "C8" - pager test for Brookfield FD + Arab; 
Wales, Brimfield and Holland; East Brookfield Fire & Arab; (Hardwick) Fire & 

Arab; North Brookfield Fire & Arab; Petersham Fire; West Brookfield Fire & Arab - 
heard via scanner feed at 1813 hours on Saturday June 21 2014 & delayed at 1830 
on Sunday June 22 2014 - [partially heard via New Braintree pager at eDispatch 
1812 ish on Sat Jan 10 2015] - [1815 hours on 1/9/2015] 

Newbury FD - 1830 PM tone test by Newbury Dispatch - Jan 2 2015 Friday & June 7 
2015 Sunday 

Newburyport - 158.955 - ( ? 1230 PM pager test) - [ 615 PM evening pager and 
monitor test - Friday - 12 Oct 2007 ] - [ 615 PM - "nightly monitor test" - 9 
Nov 2007 ] - [March 2012 - 2 daily tone tests - 1230 PM and 615 PM] - 
(12/22/2013 - 615PM tone and monitor test - one tone set plus warble noise) - 



[1/13/2015 & 6/7/2015 Sunday - 615PM pager test heard via eDispatch.com] - [22 
June 2015 - Monday - 158.955 - 615 PM test of all tone alert receivers] 

New Castle NH FD - 154.19 by Rock Co - tone test - 7 July 2008 Monday 7PM - 
first Monday of the month 

New Hampshire Civil Air Patrol - 148.15R - possibly nightly - 7PM - net - Oct 9 
2007 

New Hampshire Tollroads - 453.925R - 0445 AM - 9 Nov 2007 

New Hampshire EOCs are manned on the 2nd Monday of the month - 7/2/2012 - do 
tests also? 

Newton FD - beep on the hour - 830 AM Monday rollcall 

Norfolk FD - 453.175 - 630 PM tones - (645 PM long tone - "evening tone and 
equipment test" - 6 Dec 2013) - [630PM tone & equipment test - Sat Feb 3 2018] 

Norfolk County Fire Mutual Aid Rollcall - all communities - 154.295 - 9 AM - 17 
Oct 2007 Thursday 

North Adams FD - Mondays - 10 AM - weekly pager test - heard via scanner feed - 
March 25 2019 

North Andover FD - Tuesday 06 Nov 2007 815 AM rollcall of mobiles - [ Wednesday 
May 4 2011 - 0840 AM - rollcall on 453.1875R ] 

North Attleboro FD - [ 805AM - ? rollcall - Sunday - Sept 2007 ] - [ rollcall - 
3 Feb 2008 - Sunday - 807AM ] - [ 5 Feb 2008 - Tuesday - 804 AM - rollcall 
radio test ] - [2 July 2011 Sat 805 AM rollcall] - [Saturday Oct 25 2014 - 630 
PM "radio & alarm test" - Engine 3 A - Ladder IB- etc - heard via scanner 
feed] - [21 Jan 2015 - Weds - 6 PM radio and alarm test - OK by Sta 2 & Sta 3] 

- [June 28 2015 - 6 PM - radio alarm test - Eng 3 B test] - [8 AM radio alarm 

test - OK by Sta 2 & Sta ?3 - Sat Jan 21 2017 & Monday Feb 5 2018] 

Northboro FD - 6 PM tone test - 1/9/2015 & Feb 4 2018 

Northbridge FD - 33.68 - 8AM & 12 noon IDs - 545 PM tones - (550 PM - alert 

unit test - 1 tone set - 11/15/2013) 

northern Essex County - 154.07 - ?830AM or ?930 AM 

northern Middlesex County Fire - 460.0375 - 930AM 

northern Worcester County / Midstate - 453.75R - 31.10R - 33.70 - 9AM daily 
(?weekdays?) - rollcall of all communities - 20 Oct 2007 

Northampton Control seems to test Hampshire County FDs 6 PM nightly - 6/7/2015 

Northampton FD - Monday 815 AM full radio test - daily tone test 815 AM + 615 
PM - per Northampton FD feed at radioreference.com - Jan 12, 2010 - (10/8/2014 

- Sta 2 and Duty Officer tested - input and output freqs given) 



North Providence RI - 8AM count to 5 - 5 Feb 2008 Tuesday 
Norton - 7 PM daily tone test - Sunday June 22 2014 

Norwell FD - Wednesday - 845 AM - Rescue 1 and Rescue 1 portable - 7/27/2011 

Norwood FD - 453.85 - 815 AM rollcall - mobiles and officer portables - 05 Nov 
2007 - possibly on the first Monday of the month they test ALL portable radios 
- (4 March 2012 - 815 AM rollcall heard via scanner feed) - [9/23/2012 - 816 AM 
radio rollcall on a Sunday] - (July 5 2014 - 806 AM rollcall on a Sat morning) 

Oakham FD - pager test - 555 PM Tuesday Dec 18 2018 - heard via eDispatches dot 
com - maybe Hubbardston test actually 

Onset FD - noon test - long tone - 453.125 R - heard via Rangecast dot com - 
Friday - Aug 14 2015 & Sept 21 2015 - (Dec 12 2015 - Saturday - 6 PM - "Sat 
evening tone test" - approx 12 tone sets plus 1 long tone - 453.125) 

Orange FD - 625 PM nightly tone test - heard via scanner feeds - Nov 30 2014 
Sunday and Dec 1 2014 Monday - "563" is the dispatchers callsign 

Orleans FD - 647 PM pager test heard via scanner feed 21 Nov 2007 - (June 8 
2015 - Monday - 640 PM - tone test) 

Otis AFB (the former) - same as Joint Base Cape Cod 

Oxford FD - 154.0325 - 6 PM tones - ( 6 PM tones 4/24/09 ) 

Pawtucket RI - 3 Feb 2008 - Sunday - 8AM - rollcall - all radios 

Paxton - pager test - 615 PM - heard Jan 12 2015 via eDispatch.com 

Peabody FD - 484.6625R - 8 AM & 6 PM daily - rollcall all radios - Oct 2007 - 
(8AM rollcall heard of all radios Sat June 21 2014) - [Saturday Oct 25 2014 - 6 
PM - rollcall of all radios] 

Pease NH FD - 7 AM station ID - 173.5875 - 2007 

Pelham FD - [ 6 PM tone test by Northampton Control - Weds June 3 2015 - heard 

via eDispatch.com ] - [also heard Sunday June 7 2015 6 PM] 

Pembroke FD - ? 

Pepperell FD - 612 PM pager test 453.55R - July 17 2007 - (on 9 Oct 2007 they 

did the '1845' test at 7PM) - 645 PM tones with Dunstable per scancapecod.us - 

1215 PM 4 tone sets no voice on 1/8/2015 & 1/21/2015 - [ 1215 PM tone test - 4 

tone sets - EMS and Combination Company - June 4 2015 Thursday ] - [Aug 20 2015 

Thursday & Jan 2 2016 Sat - 1845 tone tests] 

Petersham FD - 1825 tone test - heard via 453.75R on 25 Nov 2008 - (6/2014 - 
see New Braintree Dispatch) 


Pittsfield FD - 745 AM - daily page test - approx 15 tone sets 



Plaistow NH FD - ? 1815 - Weds July 29 2015 - 155.3175 - pager test - maybe was 
Atkinson NH FD actually - maybe both 

Plainville FD - 630 PM nightly tone test heard via eDispatch Saturday Jan 10 
2015 & 6/3/2015 & 6/7/2015 & Feb 4 2018 - [Jan 10 2015 - Saturday - multi 
radios tested at 835 AM - 483.375R] 

Plymouth FD - ? 

Plymouth County Fire - 483.475 - 930AM - aka Mass Fire District 2 

Plymouth County Police - 482.8875 - 11AM - ( tests now Mondays only - 11 AM - 
14 July 2011 - per sne ) 

Plymouth County Police - see BAPERN SE 

Plympton - 1806 PM - Monday - June 1 2015 - evening radio tone test - multi 
tone sets - 453.4125 - heard via scanner feed 

Pownal FD and Pownal Valley FD - in Bennington County VT - Aug 3 2015 - 1813 
hours - "weekly tone test" - maybe a test at 1805 also - heard via Pownal FD 
feed 

Princeton FD - 630 PM daily - 151.295 (& 33.88 ?) - tone test - 01 Nov 2007 & 
Jan 2 2015 

Providence RI FD - 154.37R - 8AM - test of main and reserve transmitters - Sept 
2007 - (went to 800 Mhz 2010) 

Providence RI FD - 154.37R - 8AM - 3 March 2008 - first Monday of month - 
rollcall of all portables - (went to 800 Mhz 2010) 

Provincetown FD - [ 607 PM pager test heard via scanner feed 21 Nov 2007 ] - [ 
Tuesday 9 Dec 2008 6 PM tone test and announcements heard via scanner feed ] - 

[ Thursday 11 Dec 2008 - 6 PM - evening tone test - multi tone sets ] - [Dec 22 

2015 - Tuesday - 6 PM - evening tone test] 

Quincy FD - 830 AM and 630 PM daily rollcalls of all radios - 483.5375R - Oct 
2007 - March 2011 (830 AM test heard 3/9/2011 & 29 Jan 2012 & Sunday 26 Oct 
2014) - [2 beeps - 8 AM - Saturday July 4 2015] 

Quincy FD - 484.80R - 630PM rollcall - heard via Rangecast.com - Sunday - Jan 
14 2018] 

Quincy PD - rollcall - 825 AM - 453.225 R - Sunday - October 19, 2014 - 
(station ID on Ch 1 - 555 AM - April 30,2015) 

Randolph FD - 8 AM station ID - 483.6625R - Oct 2007 

Randolph FD - Sat 9 AM weekly rollcall 483.6625R - maybe 845AM - Oct 2007 - [ 2 
July 2011 - included pager signal test at beginning ] 

Redstone NH FD - in Conway - 12/3/2015 Thurs - test - 425 PM 



Region (?1) (CMED) - Essex County - weekly test - Friday - 1235 PM - Feb 10, 
2012 - 462.9875 R 

Rehoboth FD - 470.45 - 1811 pager test - 6 Dec 2013 - five 2 tone sets - 1 
second first tone - 4 second 2nd tone - (1800 tone test - 10/8/2014 via 
eDispatch) - [6 PM evening tone test - Jan 2 2015] - (A1 signed on - 470.45 R - 
7 AM - Monday - May 25 2015 - Veterans Day) - [1030 am Sunday rollcall Jan 7 
2018] 

Revere FD - ( 8AM - ? 1 ?beep? ?daily - Oct 2007 ) - ( daily rollcall 830 AM 
and 630 PM mobiles and officers portables Oct 2007 ) - [ 06 Nov 2007 - noon 1 
beep & time ] - [ 21 Dec 2007 - they do a full rollcall test of all portable 
radios on Friday mornings at 830 AM ] 

Rhode Island FDs Intercity - 154.28 - 815 AM 

Rochester - FD tone test - July 11 2014 - Friday - 630 PM - (evening tone test 
- June 7, 2015 & Feb 4 2018 - Sunday - 630 PM) 

Rockland - ? 

Rockport EMS - noon test - 155.40R - 7/2010 

Rockport - "noon whistle test" - via scanner feed - 155.145 - ? FD - two tone 
pager and whooper - "KDT268 KCA872" - Oct 17 2014 

Rockport PD - 6 AM - test of 74 and 75 - 472.0875R - June 19 2016 Sunday 

Rowley FD - 154.295 - 630 PM tones - (heard 6/19/2014 also) - [Nov 3 2014 - 7 
AM tone test - 154.295 via Rangecast feed - Friday Aug 14 2015 also] - [Sept 
21, 2015 - Monday - noon test - 154.295 - 1 tone set] 

Rutland FD - 1755 tone test - 10/8/2014 & 1/10/2015 - heard via eDispatch 

Rye NH FD - 154.19 by Rock Co - 7PM - 7 July 2008 Monday - first Monday of 
month 

Salem FD - 483.4625R - 815 AM daily rollcall - Oct 2007 - 6 PM station ID - Oct 
2007 - [19 Oct 2014 Sunday - 8AM - Station ID / high tide time / OIC ID / 
companys in service - on Ch 2 - 483.6375 - maybe simulcast from Ch 1] 

Salem NH FD - 6 PM - Station ID - daily - 154.385 - Sept 2007 - 12 Oct 2007 - 

Jan 2009 - July 24 2015 Friday - [ July 29 2015 - Weds - 6 PM - tone sets & 

callsigns & temperature ] - [ 8 AM - Station ID - Monday - 3/23/2015 ] 

Salisbury FD - 605 PM pager test - 9 Oct 2007 Tuesday - 158.955 - 12 Oct 2007 
also - 25 Jan 2009 also ("checking monitors and receivers") - 12/22/2013 also - 
(all call pager test heard at 1230 PM on Saturday July 12 2014 via 
eDispatches.com) - [608 PM pager test heard Jan 10 2015 via eDispatch] 

Sandwich FD - 1800 pager test - heard via scanner feed - 21 Nov 2007 & 8 June 
2015 


Saugus FD - daily rollcall 9 AM 159.645R 482.2625R 



Scituate FD - 830 AM Friday - weekly rollcall of mobiles and officers portables 

- 151.175R - 12 Oct 2007 - (Sat 8 AM rollcall per scancapecod) - [ 10 Feb 2012 

- Friday 830 AM ] - (per Net - March 22 2015 - 930 AM Friday weekly roll call) 

- (Dec 25, 2015 - 9 AM - weekly radio test) 

Seekonk FD - 3 Feb 2008 - Sunday - possibly 830 AM radio test - 5 Feb 2008 
Tuesday 830 AM rollcall test - (830 AM test 1/18/2014) 

Sharon FD - 483.3375R - 830 AM - 'daily pager test' - Thursday 18 Oct 2007 & 
Sunday 23 Sept 2012 & Sunday Oct 26, 2014 - (20 Oct 2007 Sat random mobile 
tests 840 AM ish) 

Sherborn FD - 483.0875 - 640 PM tones - (June 8 2015 - Monday - 645 PM - 
"nightly (radio) equipment test") 

Shirley FD - 46.14 - 615 PM tones - Sat 9 AM rollcall - (Jan 2 2016 - Sat - 615 
PM - tone test - 471.50) 

Shirley EMS - 155.535R - pager test - daily - 615PM or 630PM - Sept 2007 

Shrewsbury - ? daily at 8 AM - HQ tests with Sta 2 and Sta 3 - [ 8 Aug 2011 - 

misc portable tests - Monday morning at approx 815 AM ] - (Aug 9 2015 - Sunday 

- 8 AM - 154.235 R - ID given and HQ tests with Sta 2 + Sta 3) 

Somerset - [8 Feb 2018 Thursday - 819 am R1 radio check - LI radio check 
previous] 

Somerville FD - 8 AM daily - full rollcall on Chl 483.3875R then on Ch2 

483.2625R) - 3 beeps at noon (also heard May 29 2015 & Sept 21 2015 at noon) - 

(March 9, 2011 - possibly Ch 1 and Ch 2 tests are done on alternate days now) - 
(March 27, 2011 - Chl on even days - Ch2 on odd days) - (March 22 2011 - 
Tuesday - Ch 1 - Charlie portables tested) - (April 4 2011 - Channel 2 tests 
are on Mondays apparently) - (Weds 6 April 2011 - Ch 2 test) (maybe no weekend 
tests) - (4 May 2011 - Wednesday Ch 2 test 8 AM) - [June 2012 - even day - Ch2 
test] - [July 1 2012 - Sunday - Ch 1 test] 

Somerville FD - Sunday morning radio test inside Davis Square MBTA subway 
station - (745 AM approx Dec 13 2015) 

Somerville FD - weekly pager test - 10 AM Monday Oct 7 2013 & 10 AM Monday Dec 
2 2013 

Souhegan Valley Ambulance - Greenville NH - 153.89R - 612PM - Saturday 5 July 
2008 - [6PM - announcement - 14 May 2012] 

South Berwick Maine - 6PM - 155.295 - fire and rescue pager test - Sept 2007 - 
6 Nov 2007 609 PM 153.98 (with PBerwick ME test) 

Southbridge FD - 154.145 - Monday 530 PM tones - 8AM & 6PM ID - [8AM ID heard 
1/10/2015] - (154.145 - 8 AM ID - Sat 6/6/2015) - (22 Dec 2015 - Tuesday - 6 PM 

- ? station ID ? - (?FG?) - 154.415) 


southern Essex County / Fire Mutual Aid District ? 15 - 154.07 


615PM - 154.07 



Station ID by Beverly Control at 715AM 


southern Middlesex County / Fire Mutual Aid District 14 - 453.3875 - 830AM 

southern Worcester County Fire / Fire Mutual Aid District 7 - 33.62 - Tuesday 
730PM & Sat 1130AM - (June 21 2014 Sat - Sta 25 signs on at 8AM) 

South Hadley - pager test - B Crew and Full - 545PM - Tuesday Dec 18 2018 - 
heard via eDispatches dot com 

Southwest New Hampshire Fire Dispatch - 154.43 - Sunday - 9AM - 2007 - ? no 
longer done in 2008 ? 

Southwest New Hampshire Fire Dispatch - 154.43 - nightly 6 PM - non emergency 
pages (meetings etc) - 6/19/2014 - 6/22/2015 Monday 

Southwest New Hampshire Fire Dispatch - 154.43 - July 6 2014 - 720 AM approx - 
"Temple Mtn" & "Temple Mtn Backup" - they seem to test multi transmitter sites 
every morning around this time 

Southwick - 6 PM pager test - Feb 5 2018 Monday 

Spencer FD - 1800 tone test - heard via eDispatch - 10/8/2014 & 1/10/2015 - 
(heard via Rangecast on 33.64 - 1 tone set - 6 PM - Sat Dec 12 2015 & Sunday 
1/14/2018) 

Springfield FD - 8 AM & 6 PM rollcall 154.175 2007 - [ 11 Nov 2007 - Sunday 808 
AM rollcall of portables ] - [ 7 Jan 2010 - Thursday - 607 PM - rollcall of 
portables - heard via live feed ] - ( 26 March 2011 - Saturday - 655 PM - via 
Springfield feed ) 

Standish Maine Fire - 154.10 - nightly tone test at 6PM - heard via skip - 14 
Aug 2008 Thursday 

Sterling FD - morning tone test - 460.625 - 7 AM - Weds - 3/18/2015 - heard via 
Rangecast 

Stoneham - 460.625R - Sat morning 9 AM or 10 AM - they used to test with 
Lighting Plant 1 from EMA - ?2006 

Stoughton FD - 453.025 - 7 PM tones - (June 11 2015 Thursday - 7 PM - 2 tone 
sets & FCC callsign) 

Stow - 1905 tone test & R16 test - 3/25/2015 & 6/8/2015 Monday - [24 Jan 2018 

Weds - 810 AM - pager test and tested Eng 14 Engl401 Eng 1402] 

Sudbury FD - 482.75 - 605 PM tones - (16 July 2011 - 1805 PM - tone test and 

test with Sta 2 and Sta 3) - [ 30 Jan 2012 - 805 AM - Monday - tone test - test 

with PD + Eng 2 + Sta 3] 

Sutton FD - 33.48 - 6 PM tones - (heard 11/15/2013 6 PM - 3 tone sets and 1 
long tone maybe) - (12/6/2013 - 154.8675) - (6 PM - pager test - 33.48 - 
1/12/2015 & 1/14/2018) 



Swansea - 520 PM tone with announcement - Weds May 27 2015 - heard via 
Rangecast 

SWNH - 154.43 - Sunday 9 AM - 2007 - ? mo longer done in 2008 ? - ( 19 August 

2011 - Friday - 9 PM - Station ID - all freqs listed ) - also see Southwest New 
Hampshire 

Taunton FD - 845 AM - Monday June 1 2009 - mobiles & stations & adjacent FDs - 
I did not hear any portables tested - [8 AM Tuesday Jan 12 2010 - I heard 
stations paged and mobiles tested via Internet feed] - (8 AM Sunday June 19 
2016 - stations paged and mobiles tested and Dighton / Norton / Raynham FDs 
tested) 

Temple NH - 154.43 - 1800 pager test by SWNH - Wednesday Oct 10 2007 

Templeton - home receiver test - 6 PM - Sunday Feb 4 2018 - heard via 

eDispatches 

Tewksbury FD - 2008 - I never hear them testing radios 

Tiverton RI - 20 Jan 2008 Sunday - 6 PM - full rollcall - heard via Fall River 
scanner feed - "471.7875" 

Topsfield FD - 453.4625 - 6 PM tones - (June 3 2015 - 7 PM) 

Townsend FD - 905 AM Sundays - rollcall - all mobiles & 1 portable per rig 

Townsend FD - daily pager test - 605 PM - Wednesday - 17 August 2011 & 14 May 

2012 & Aug 20 2015 - [1800 - 2 pager tone sets - Tuesday Jan 16 2018 - by 
"Nashoba Valley Fire Alarm"] 

Townsend FD - noon tone test - Saturday Jan 21 2017 

Transportation Security Agency at Logan (TSA) - daily test in AM via repeater 
to all terminals 

Truro FD - 642 PM pager test heard via scanner feed 21 Nov 2007 & 24 Jan 2008 - 
"KCF264" - Monday 8 Dec 2008 tone test was at 639 PM by "Truro Fire" - [Jan 2 
2015 - 630 PM "evening tone test" ] 

Tufts University PD - August 2 2015 - Sunday - 705 AM - 463.325 - heard via 
Rangecast - Boston and other units tested 

Tufts University EMS - 462.075R - 2210ish - maybe 2220ish - Tech 1 - Tech 12 - 
Observer - Nov 2007 

Turners Falls FD - nightly pager test on Simulcast 1 freq - 530PM IIRC - maybe 
630PM - Dec 2014 

Twin State - NH - 154.40 - possibly do a hourly station ID - 31 Oct 2007 
Tyngsboro FD - 33.66? - 7 PM tones 


UASI - Boston area emergency management - 482.05 - by Cambridge FD - 930 AM - 



Sunday July 5 2015 heard - also test on Tuesdays and Thursdays - August 2 2015 
Sunday 930 AM heard 


Upton EMS - daily 6 PM pager test - "601" - Sept 2007 - (6 PM pager test heard 
via scanner feed - 11/15/2013) 

USCG Auxiliary - Sunday mornings - ?8 AM to ?1030 AM - 157.175 and 7143.28 - 
Sept 2007 

USCG Sector Boston - they seem to do a morning radio check with 1 boat or with 
Sta Point Allerton around 8 AM on 157.075 IIRC - 4 Jan 2008 

University of Massachusetts at Lowell - 453.40 - 755 AM - maybe pager test - 
Oct 19, 2014 

Uxbridge FD - 33.84 - 8 AM & noon ID - 530 PM tones - ( 5 30 PM tone test 
4/24/09) - (Aug 3 2015 Monday 530PM tone test - heard via Rangecast.com) 

Wakefield FD - 483.4375R - ?9 AM 1 beep? - 31 Oct 2007 - 9 PM 1 beep - 01 Nov 
2007 - (7PM July 29 2015 Weds - 4 beeps - ?maybe an allout?) 

? Waldo County Maine - 155.385R - approx 40 tone sets - 5 July 2008 Saturday - 
619 PM - heard via skip - "Fire & EMS North" 

Wales FD - 33.46 - 615 PM tones 

Walpole FD - 460.575R - ? 9 AM - pager test and test with Sta 2 - ?2007 - it is 
a AM test - 6 Feb 2005 - 9 AM - station ID and test with Sharon FD & Medfield 
FD & Norwood FD - ( Dec 25 2015 - long tone - WPGM823 - 460.575 - daily tone 
equipment test ) - [9AM morning equipment and radio test - Monday - Feb 5 2018] 

Waltham FD - 8 AM - daily Channel 1 rollcall - (6 PM also - 6/12/2011) 

Waltham FD - 6 PM - rollcall on Channel 2 - Tuesday - July 24 2012 - Weds Jan 
10 2018 - (6 PM - evening Zetron test & Station ID & Freq & rollcall for 
portables on Ch 2 - also dispatcher on backup radio tested with C200 - Monday 
June 8 2015) 

Waltham FD - Metro portables test - Mondays - 830 AM - heard 11 April 2011 - on 
482.225R - 300 301 400 401 700 701 800 801 

Waltham PD - 830 AM rollcall - Sept 2008 - 1 unit tests with the dispatcher via 
470.7875R daily 

Ware FD - 11 Nov 2007 Sunday 8 AM rollcall of mobiles - "153.92" 

Wareham FD - 605 PM - April 2008 per ScanWareham feed - ( 630 PM - tone test - 
all call and Sta 1 - 460.2375 - Monday - April 2, 2012 ) - (Dec 11 2013 - 
Rescue 1 tested radios at 820 AM on 460.2375R on Dec 11 2013) 

- (Dec 7 2013 - 845AM - Eng 1 + Eng 1 port radio check) - [Aug 2 2015 Sunday 
845 AMish misc radio checks] - (Aug 5 2015 - Weds - 6 PM - 460.2375 - long tone 
(10 seconds) then two tone set (1 second + 4 seconds) - "evening tone test" - 
all call and Station 2 pagers - ID given) - (Aug 12, 2015 - Weds - 550 PM - 
long tone then 2 tone pager set - mention of Sta 2 drill - heard via 



Rangecast.com) - (Aug 15 2015 - Saturday - random portable test 9 AM to 10 AM) 

- (Aug 18 2015 - Tuesday - 1840 - long tone and then 2 tone set - "delayed 
evening tone test - all call and Station 4) - (Aug 19 2015 & Jan 27 2016 - Weds 

- 1830 - long tone and then 2 tone set - "Weds evening tone test of all call 
and Sta 2 ") - (Sunday Aug 23 2015 - apparently no test) - (Saturday Aug 22 2015 

- 630 PM - "Sat evening test" - long tone - "all call on the Wareham Crossing 

Mall transmitter") - (Aug 24 2015 - Monday - 630 PM - all call and Station 1 

tone test) - [Aug 26 2015 & Dec 16 2015 - Weds - 630 PM - all call & Sta 2] - 

[Jan 27, 2016 - Weds - 1750 - Rescue 1 radios tests] - [6 Jan 2018 - Saturday - 

1830 PM - 10 second tone - "evening tone test" - "testing all call tone on 

Wareham Crossing Mall transmit site"] 

Warren FD - 800 AM - station ID and radio freq given - July 6 2015 - first 
Monday of the month 

Warren RI - 20 Jan 2008 Sunday - 630 PM - pager test - approx 4 sets and a 
whooper - heard via Fall River scanner feed 

Watertown - 483.7125R - 8 AM - daily rollcall of all mobiles, and all officer's 
portables 

Wayland FD - 9 AM & 630 PM tone and stations - [Saturday October 25, 2014 - 630 
PM test with Stations 1 and 2] - (Aug 12 2015 - Weds - 630 PM - Sta 1 and 2 
tested - freq given - pager not tested) 

Wayne Alarm Company in Lynn - 23 Jan 2007 - 461.00R - 630 AM daily - station ID 
& weather report 

Weare NH FD - nightly pager test - 154.25 - 630 PM - Sept 2007 - (? station ID 
at noon - 29 Dec 2008) 

Webster FD - 545 PM - [6 PM pager test - Weds Aug 26 2015] 

Wellesley FD - 482.575 - 8 AM & 6 PM daily rollcalls of mobiles & officers 

portables 

Wellesley PD - 530 AM rollcall - heard via Rangecast - April 30, 2015 

Wellfleet FD - 1806 PM pager test heard via scanner feed 21 Nov 2007- (Aug 19 
2015 - Weds - "evening tone test" - 1815 PM - 3 two tone sets) - (Dec 22 2015 - 
Tuesday - 6 PM - 3 tone sets) 

Wenham FD - 8 AM & 8 PM - 155.94 - pager test - [Jan 11 2015 & June 3 2015 - 7 

PM pager test "monitors & receivers"] 

West Barnstable FPD - 8 Dec 2008 Monday 1744 PM weekly tone test - heard via 
scanner feed - Tuesday 1743 PM 9 Dec 2008 announced drill night and union 
meeting - 6 PM evening tone test heard via eDispatch Sat Jan 10 2015 - (6 PM 
evening tone test heard via eDispatch - Sunday June 7 2015) - (Dec 22 2015 - 
Tuesday - 6 PM - evening tone test) 

Westborough - FD - 6 PM - pager test - Sept 2007 & 1/10/2015 - (6 PM test for 
Post 85 pager heard via eDispatch - June 7 2015 - Sunday - maybe Shift 4 and 
All Call also tested) 



West Boylston - FD tone test at 630 PM - 9/25/2012 & Jan 2 2015 & Sunday Feb 4 

2018 - (fire & amb morning tone test - 7 AM - 460.625 & 33.92 - 3/18/2015 - 

heard via Rangecast) (8 AM - 3/19/2015 & 6/4/2015 & 1/21/2017 & Monday 
2/5/2018) 

West Bridgewater - 6 PM tone test - 12/5/2013 & 6/1/2015 & Dec 16 2015 

Westford ? EMA ? - 470.35 R - Morse Code ID at 15 past and 45 past the hour 

Westford FD - 471.325 - 8 AM tone - 6 PM Weds evac tone - 9 Nov 2007 6 PM 
Friday ?pager test - [May 29, 2011 - 845 AM - daily ? - pager test for call men 

and onduty group - 471.325 R] - [January 2 2015 - night tone test - 6 PM] - 

[Sept 9 2015 Weds 6 PM something] 

Westhampton - [ Fire & EMS tone test by Northampton Control - 6 PM - Weds June 

3 2015 - heard via eDispatch.com ] - [6 PM June 7 2015 Sunday also] 

Westminster FD - 460.1625 - 33.96 - 6 PM tones 

West Newbury FD - 154.01 - daily pager test - 805 AM - Oct 2007 - 6 PM also? - 
yes - 2 Nov 2007 - (8 AM Jan 25 2009) - [1810 PM - monitor and receiver test - 
14 May 2012] - [8 AM pager test 154.01 - Tuesday - May 26 2015] - [6 PM 
"monitor test" - Weds July 29 2015] 

Weston FD - 154.16R - rollcall at 10 AM on Saturday mornings - mobiles and 
officers portables - 13 Oct 2007 - (1 beep at 7 AM - 18 Oct 2007 Thursday) - 5 
PM - pagers - [weekly mobile radio test - Saturday 10 AM - Nov 22 2014] 

Westport - May 28 2015 - 606 PM - Station 1 paged all stations - Stations 2 and 

4 answered - 833 AM - daily portable radio test by Station 1 

Westwood FD - 460.625R - ?6 PM nightly)(or is it 530 PM?) - 530 PM per 
scancapecod - (Sept 11 2014 - 460.625 - 530 PM tone test - 2 two tone sets) - 
(1735 hr - Tuesday Dec 22 2015 - nightly radio and tone equipment test) - 
[nightly radio and tone equipment test - 530 PM - Monday - Feb 5 2018] 

Weymouth FD - Saturday 9 AM weekly rollcall all radios - 154.235R - Oct 2007 - 
13 Oct 2007 test was at 10 AM - 10 AM per scancapecod - [4 Feb 2012 - weekly 
radio test - includes all portables apparently - 10 AM - Saturday] - [Nov 22 
2014 - Sat 10AM weekly radio test] 

Weymouth PD - 6 AM radio check - heard via Rangecast - April 30 2015 

Wilmington FD - 20 Oct 2007 - Sat - 905 AM - random mobile tests - A1 - Engine 
2 - 154.2875R 

Winchester FD - 9 AM & 7 PM mobile rollcall - 24 Sept 2008 Weds 9 AM had all 
the portable radios apparently (weekly portable test?) - 13 Oct 2008 - yup, 
apparently Wednesday morning they test all mobiles and all portables - the 
other days of the week, they just test mobiles - (March 9, 2011 & July 27, 2011 
- portable radios tested Weds 9 AM) 


Winthrop FD - 8 AM daily - rollcall all radios - 483.6375R - 09 Oct 2007 & Jan 



2009 


Woburn FD - 9 AM & 7 PM rollcalls 

Woonsocket RI FD - 830 AM & 630 PM - ( 630 PM 4/24/09 ) 

Worcester County PSAPs - 6 July 2015 - 9 AM - "weekly test" - on LPS 7 / TG 

36528 - by ?Princeton - rollcall - Wachusetts regional - C8 New Braintree - 
Boylston Police - West Boylston Police - Rutland Regional - Leicester Police - 
Spencer Police - Sterling Police - Worcester Police - (State Holden at end) - 
maybe is central county agencies 

Worcester FD - 8 AM & 6 PM Klaxons - (9/23/2012 - 6 PM Klaxon test, weather, 
and on duty chiefs) 

Worcester PD - 6 AM rollcall - on East Dispatch 1 - TG 08 041 - heard via 
Rangecast - April 30, 2015 

Wrentham FD - 453.2625 - 615 PM tones - ( 615 PM tones 4/24/09 ) - [ 5 Feb 2012 

- misc radio checks - approx 820 AM - Sunday morning ] - [615 PM daily tone and 

pager test - Sat Feb 3 2018] 


Yarmouth FD - 611 PM pager test heard via scanner feed 21 Nov 2007 - 10 Dec 
2008 Wednesday 613 PM ?pager test - Jan 2 2015 613PM "evening tone test" - [20 
June 2015 - Saturday - 8 AM - morning radio test - B shift is duty shift - 
shift strength - Eng 45 OOS - KNCN289] - (Aug 19 2015 - Weds - no evening tone 
test?) - [5 Feb 2018 Monday - 610PM evening tone test & shift strength] - [Nov 
12 2018 Monday 8am "morning radio test" - one pager tone set - OOS units - duty 
crews] 

Yarmouth FD - testing the 400 - "testing the 400 on the radio MBA" - 9 AM - 
July 6 2015 - first monday of the month 


York (?Wells) ME FD - 453.95R - weekly radio test Thursday 818 AM for Tower 6 
portables & Knox Box 


Updates 

02 Nov 2007 - added -Wakefield FD - Merrimack NH - Essex County south - 
Princeton FD - Harvard EMS - updated - Groton EMS - Mason NH 
03 Nov 2007 - merged sme2 list and scancapecod list 

05 Nov 2007 - Lancaster FD - Gardner FD update 

06 Nov 2007 - Revere - Burlington - York ME - North Andover - Berwick ME 

09 Nov 2007 - Wellesley - Meadowood Dive Team - NH Tollroads - Beverly EMA - 

Agawam FD 

11 Nov 2007 - Ware FD - Chicopee FD - Springfield FD 

16 Nov 2007 - Franklin County - Hampshire County - Tufts University EMS - 
Hudson FD 






21 Nov 2007 - added Cape FDs 

11 Dec 2007 - Wkfld FD 9PM beep - MSP info 

17 Dec 2007 - I deleted the text that said that I confirmed or monitored all of 
the tests - that was incorrect - however, I can confirm many of these entries - 
either by over the air scanning or listening via the Internet - some, like 
Amherst and Hanover I think I got from the Wiki 

17 Dec 2007 - added BAPERN Central - added to Boston Hospitals test 
21 Dec 2007 - afternoon Boston Hospitals test 

05 Jan 2008 - misc updates - Hudson - Marlboro - MetroFire - USCG - Townsend - 
Gardner 

16 Jan 2008 - Methuen FD 

20 Jan 2008 - Tiverton RI - Warren RI - Dighton - BAPERN North 
24 Jan 2008 - Wayne Alarm - Boston Hospitals - Milford 

3 Feb 2008 - split file into 2 segments 
3 Feb 2008 - Pawtucket RI - Seekonk 

3 March 2008 - Prov RI FD portables 
31 March 2008 - Mansfield - more info 
16 April 2008 - Wareham FD 

5 July 2008 - Souhegan Valley Amb - ? Waldo County Maine - MEMA Region 1 - Rye 
NH - New Castle NH 
Aug 2008 - Standish ME 

24 Sept 2008 - Winchester FD - Waltham PD 

13 Oct 2008 - Winchester FD 
8 Nov 2008 - MetroFire 

26 Nov 2008 - Petersham 

8 Dec 2008 - West Barnstable FPD 
31 Dec 2008 - Weare NH noon 

24 April 2009 - Mendon - Uxbridge - Woonsocket RI - Wrentham - Oxford 

1 June 2009 - Taunton FD 

11 Jan 2010 - Framingham FD + Northampton FD - Taunton FD update 

21 Jan 2010 - Nahant FD 

14 Feb 2010 - Nahant - Marlboro - Ashland - Framingham 
14 Nov 2010 - Concord pager test 

5 Dec 2010 - Boston MedFlight update - Marshfield FD 

18 Dec 2010 - Lunenburg FD 

12 Feb 2011 - Carver 

9 March 2011 - updated Winchester, Quincy, & Somerville 

27 March 2011 - Harvard University Guards - Somerville FD updated - Springfield 
FD updated 

4 April 2011 - MRS - updated Somerville 

6 April 2011 - Fitchburg 154.25 - Somerville FD 

4 May 2011 - Boston FD - Somerville FD - North Andover FD - Providence RI 

5 May 2011 - Franklin County fire - North Tac / BAPERN 2 North 

19 May 2011 - Somerville T test - Natick FD 

22 May 2011 - Waltham Metro Portables 
12 June 2011 - Waltham FD evenings 

16 June 2011 - Foxboro FD 

21 June 2011 - Acton FD lowband test reconfirmed 
24 June 2011 - Ashland FD & Milford FD - more info 

30 June 2011 - Westford - update on pager test 

2 July 2011 - Randolph FD updated - N Attleboro reconfirmed 

6 July 2011 - Boston downtown highrises 

8 July 2011 - Fall River & Burlington updated 

9 July 2011 - Groveland PD - updated Lexington FD - updated New Bedford FD 



11 July 2011 - Malden FD updated - Childrens Hospital Security added - Electric 
Power Companys 

13 July 2011 - MEMA at midnight 
27 July 2011 - Norwell 

30 July 2011 - Minuteman Natl Park & Rockport EMS 

2 August 2011 - Beverly EMA 

8 August 2011 - Merrimac & Shrewsbury 
19 August 2011 - SWNH + Townsend + Arlington PD 

4 Sept 2011 - District 13 MetroFire 

8 Sept 2011 - Plymouth County Police & Sudbury FD 
19 Sept 2011 - BAPERN north + Gardner FD 

3 Oct 2011 - Hopkinton 

12 Jan 2012 - Hingham 

22 Jan 2012 - MGH PD 

5 Feb 2012 - Milford - Weymouth - Dedham - Groveland - Foxboro - Wrentham - 
Mendon - Sudbury - MassPort 

8 Feb 2012 - Lincoln - Mendon 

10 Feb 2012 - Region ? 1 CMED 462.9875R - Boston Hospitals 155.28 - Marblehead 
FD - Scituate FD 

4 March 2012 - Norwood reconfirmed 

9 March 2012 - Newburyport - Fairhaven - Acushnet - Mattapoisett 
17 March 2012 - District 14 

4 April 2012 - Braintree EMA - Marion FD - Carver FD - Wareham FD - Pittsfield 
FD 

14 May 2012 - Dracut PM - Souhegan slight change - Littleton evac tone 

10 June 2012 - Boxford noon test on UHF - Somerville FD detail 

1 July 2012 - Nashua FD 

2 July 2012 - NH EOCs 

24 July 2012 - Waltham FD Ch 2 

23 Sept 2012 - Sharon + Worcester 

25 Sept 2012 - Holden noon test + reconfirm Action 8AM 

26 Sept 2012 - West Boylston 
2 Jan 2013 - Medford PM 

13 Aug 2013 - Marshfield - Bristol County CMED - Acton 
23 Aug 2013 - Greenfield 

Oct 8 2013 - Somerville pagers 
Oct 9 2013 - BAP 2 NW 

Oct 20 2013 - BAP 2 SE / Plymouth County Police 
Oct 23 2013 - Berkshire County fire & EMS 

Oct 28 2013 - Berkshire County Fire & Lexington FD & Lincoln FD 

Nov 4 2013 - MEMA on 151.235 

Dec 3 2013 - Somerville FD pager test 

Dec 5 2013 - West Bridgewater 6 PM - Halifax 6 PM - Carver 6 PM - Mattapoisett 

6 PM 

Dec 6 2013 - Rehoboth 

Dec 11 2013 - Wareham - MBTA PD 

Dec 25 2013 - Salisbury and Newburyport - little info / reconfirm 

Jan 18 2014 - Marlboro - Framingham - Seekonk 

April 27 2014 - MSP Troop D 

May 7 2014 - more Berkshire County Fire 

June 19 2014 - Rowley update - Southwest NH - Saugus freq update 
June 21 2014 - New Braintree C8 - southern Worcester County Sta ID 
June 22, 2014 - Easton FD & Norton FD 
June 23, 2014 - Hudson FD & Hopedale FD 



July 6, 2014 - Dighton, Boston MedFlight, Halifax, Duxbury, Norwood, 

Bellingham, and SWNH 

July 12 2014 - Boxboro, Tolland, Rochester, Salisbury Saturday 
Sept 11 2014 - updated Hyannis + Milford + Westwood + Groton + Littleton 
Oct 9, 2014 - added Rutland and Spencer - updated Northampton and Rehoboth 
Oct 18, 2014 - updated Chelsea 

Oct 20, 2014 - updated Attleboro - added MEMA TG 8 AM - added UMass Lowell - 
Milford updated - Bellingham updated - Quincy PD added - Salem FD Ch 2 - 
Rockport 

Oct 26, 2014 - updated Methuen, Chelmsford, Sharon, Quincy, Wayland, North 
Attleboro, Peabody 

Nov 3, 2014 - Chelmsford and Marshfield reconfirmed - Harwich Sta 2 test - 
Rowley AM test - Great Barrington 

Dec 1 2014 - Hampshire County updated - Orange FD 
Dec 3, 2014 - updated Greenfield 

Dec 14, 2014 - added little Franklin County info 

Dec 28, 2014 - Berkshire County - Joint Base Cape Cod - Mid State - Dukes 
County - Devens - Massport - Turners Falls 

January 2, 2015 - Newbury FD - Boylston FD - Melrose night - Lakeville - 
Freetown 

January 3, 2015 - Marlboro update - Framingham update 
January 5, 2015 - Hopkinton update 
January 9, 2015 - Halifax - Northboro 

January 10, 2015 - Millville - Leicester - West Barnstable - Holden - 
Plainville 

January 12, 2015 - Wenham update - Paxton - Harvard update - Lancaster update 
January 21, 2015 - North Attleboro update 

March 4, 2015 - Clarksburg - Belmont updated with 2009 info 
March 8, 2015 - reconfirm Bristol County fire test 

March 15, 2015 - BAMA - reconfirm Chelmsford FD - D14 update - Billerica R1 

March 18, 2015 - Beverly update - West Boylston update - Devens FD - Sterling 

FD 

March 19, 2015 - Chatham FD 8 AM - W Boylston update 

March 22, 2015 - Beverly updated - Chelmsford PD added - Fitchburg FD updated - 

Holyoke FD updated - Scituate FD updated - District 8 updated - District 11 
fire added 

March 23, 2015 - Lunenburg FD 6PM - Fitchburg FD 6PM stations - Gardner FD 6 PM 
Monday pager test - Belmont no pager test - Lowell PD no 515PM test - Salem NH 
8AM 

March 25, 2015 - Stow 

April 30, 2015 - Weymouth PD - Worcester PD - Wellesley PD - Groton PD - Quincy 
PD 

May 4, 2015 - Methuen PD - Andover PD 
May 5, 2015 - updated Arlington PD 

May 6, 2015 - added Belmont FD emerg evac tone test 
May 7, 2015 - updated Gardner 

May 17, 2015 - updated Ayer and Everett - Civil Air Patrol 
May 26, 2015 - updated Boxford and West Newbury just a little 

May 27 2015 - Barnstable & Hyannis - plus a little Swansea, Avon & Bridgewater 
info 

May 28, 2015 - Manchester 9 AM - Concord PD - Georgetown ALS - Westport - 
Marion update 

June 1, 2015 - Plympton - Groton EMS - updated Ashby, Carlisle, Carver, 

Harvard, Mattapoisett, West Bridgewater, Chatham, & Freetown 



June 3, 2015 - Amesbury - East Bridgewater - updated Wenham & Topsfield 

June 4, 2015 - updated Pepperell & West Boylston - added Westhampton, Hatfield, 

6 Pelham 

June 6, 2015 - updated Beverly & Fitchburg 

June 7, 2015 - updated Boston Med Flight + Byfield + Newbury + Westhampton + 

Hatfield + Pelham + Westboro + W Barnstable + Plainville + Boxboro 

June 8, 2015 - updated Waltham, Kingston, Orleans, Lynnfield, Melrose, Malden, 

Hudson, Everett, Ayer, Sandwich, Harwich, & Bourne 

June 11, 2015 - updated Lynnfield & Stoughton & Bridgewater 

June 21 2015 - Yarmouth morning radio test added - Chatham updated 

June 22, 2015 - Ipswich - Bolton update - Carlisle update - Gloucester update - 

Newburyport update - SWNH update 

July 3, 2015 - Fitchburg & Leominster updated 

July 5, 2015 - UASI test - Quincy 8 AM 2 beeps 

July 24, 2015 - updated Dist 15, Salem NH, Greenville NH 

August 2, 2015 - added Tufts University PD - updated - Ashland, UASI, Wareham 
August 3, 2015 - added Pownal VT FD & Millbury FD & Ashburnham FD - updated 
Dudley FD, Mendon FD, & MassPort FD 

August 11, 2015 - updated Boxford, Hampshire County, Marlboro, Canton, & 

Wareham 

August 14, 2015 - Douglas and Onset added - updated Rowley & Dukes County 

August 15, 2015 - Bedford VA Hosp - updated Wareham, Chatham, Gardner, & 

Boxboro 

August 16, 2015 - Marlboro portables test added 

August 18, 2015 - Westford EMA Morse IDer - updated Concord & Gardner & Mass 

Fire Dist 1 & Wareham 

August 19, 2015 - updated Wareham - reconfirm Medford - updated Wellfleet 

August 23, 2015 - updated Pepperell & Townsend & Wareham 

August 24, 2015 - added Wareham Sta 1 (Mondays?) 

Sept 16, 2015 - Wareham & Easton & BAP NW updated 

Sept 21, 2015 - updated Lynnfield, Rowley, Somerville, Ayer, Hopkinton 

Dec 14, 2015 - BAP South area - update Somerville T test and Milford 7 PM test 
- added Berlin FD - added Onset Sat nite test - updated Devens, Millbury, 
Grafton, & Leicester 

Dec 25, 2015 - updated Falmouth, Hyannis, Provincetown, Mashpee, Wellfleet, 

Southbridge, Westwood, West Barnstable, Walpole & Scituate 

Jan 3 2016 - reconfirmed Shirley, Ayer, Pepperell, and Fitchburg 6 PM 

Jan 27 2016 - reconfirm East Bridgewater - reconfirm Wareham Weds test - add 

Wareham R1 test - add Bridgewater test 

April 3 2016 - added Redstone NH - updated / reconfirmed Marion, Carver, West 
Bridgewater, Halifax, Kingston, Wareham 

June 19, 2016 - Rockport PD added - Dighton FD updated - Taunton FD updated 
Jan 21 2017 - added Townsend noon test - added Nashua 6 PM test - added Gardner 

7 AM test 

Jan 7 2018 - Rehoboth rollcall - reconfirmed Waltham & Milford & Wareham & 
Bristol County & Sutton & Spencer & Ashby & Bolton & Essex County D5 & Quincy 
Jan 16 2018 - updated Townsend 

Jan 17 2018 - added Massport / Logan FD rollcall 

Jan 25 2018 - added Mansfield weekly test - added Stow Weds test - added 
Boxboro Weds test 

Feb 4 2018 - Hampden - Hampstead NH - Templeton - Millis - Maynard 

Feb 5 2018 - Amherst 6 AM 

Nov 2 2018 - reconfirm - Clinton - Lancaster - Bolton - BAP SE - Fitchburg - 

Yarmouth - Chatham - MEMA - Ipswich - add Bourne 



Dec 18 2018 - South Hadley + Oakham + Hubbardston added 
March 25, 2019 - North Adams FD + Barnstable County PDs added 



